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INTO THE 


APPLICATION OF IRON TO RAILWAY 

STRUCTURES. 


Thb Commissioners appointed by Her Majesty's Commission of ihe 
27th day of Aup^ust, 1848, to inquire into the conditions to be observed 
by engineers in the application of iron to structures exposed to violent 
concussions and vibration, and to endeavour to ascertain such princi- 
ples and form such rules as may enable the engineer and mechanic, in 
their respective spheres, to apply the metal with confidence, and also to 
illustrate, by theory and experiment, the action which takes place under 
varying circumstances in iron railway bridges which have been con- 
structed, beg dutifully to submit that we have called before us such 
persons as we judged most competent, by reason of their situation, 
knowledge, and experience, to afford us correct information on the 
subject of this inquiry. We have also obtained from such persons 
detailed answers in writing to many questions on subjects connected 
with their peculiar knowledge and experience as to the use and pro- 
perties of iron. We have instituted and carried on many experiments 
upon this metal, and have personally examined the constiiiction and 
action of several existing railway bridges. 

From the information supplied to the Commissioners of this inquiry, 
it appears that the proportions and forms at pi'esent employed for iron 
structures have been generally derived from numerous and careful ex- 
periments, made by subjecting bars of wrought or cast iron of different 
forms to the action of weights, and thence determining, by theory and 
calculation, such principles and rules as would enable these results to 
be extended and applied to such larger structures and loads as are 
required in practice. But the experiments were made by dead pressure, 
and only apply, therefore, to the action of weights at rest. On the 
contrary, from the nature of the railway system, the structures employed 
therein are necessarily exposed to concussions, vibrations, torsions, and 
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momentary pressures of enormous magnitude, produced by the rapid 
and repeated passage of heavy trains. 

These disturbing causes, in a smaller degree, have always occurred in 
structures connected vf^ith mill-work or other mechanism. But the 
effects upon their stability have not been found greater than could be 
met by increasing the dimensions of the parts, without especially in- 
quiring into the exact principles upon which such increase should be 
made. Thus, we are informed that the dimensions of cast-iron girders 
intended for sustaining stationary loads, such as water-tanks and floors, 
are usually so proportioned that their breaking-weight shall be three 
times as great as the load they are expected to carry, or in some cases 
four or five times as great. But when the girders are intended for 
railway-bridges, and therefore subject to much concussion and vibration, 
greater strength is given to them by altering the above proportions, and 
making the breaking-weight from six to ten times as great as the load, 
according to the practice of different engineers. On the other hand, 
some consider that one-third of the breaking-weight is as safe a load in 
the latter case as in the former. 

As it soon appeared, in the course of our inquiry, that the effects of 
heavy bodies moving with great velocity upon structures had never been 
made the subject of direct scientific investigation, and as it also ap- 
peared that, in the opinion of practical and scientific engineers, such an 
inquiry was highly desirable, our attention was early directed to the 
devising of experiments for the purpose of elucidating this matter. 

The questions to be examined may be arranged under two heads, 
namely, — 

1. Whether the substance of metal which has been exposed for a long 
period to percussions and vibrations undergoes any change in the ar- 
rangements of its particles, by which it becomes weakened? 

2. What are the mechanical effects of percussions, and of the passage 
of heavy bodies in deflecting and fracturing the bars and beams upon 
which they are made to act ? 

A great difference of opinion exists among practical men with respect 
to the first of these questions. Many curious facts have been elicited 
by us in evidence, which show that pieces of wrought iron which have 
been exposed to vibration, such as the axles of railway carriages, the 
chains of cranes, &g., employed in raising heavy weights, frequently 
break after long use, and exhibit a peculiar crystalline fracture and 
loss of tenacity, which is considered by some engineers to be the result 
of a gradual change produced in the internal structure of the metal by 
the vibrations. In confirmation of this, various facts are adduced, as, 
for instance, that if a piece of good fibrous iron have the thread of a 
screw cut upon one end of it by the usual process of tapping, which is 
always accompanied by much vibratory action, and if the bai* be then 
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broken across, it will be found that the tapped part is a good deal more 
erystalline Aan die other portion of the bar. Others contend that this 
peculiar structure is the result of an original fault in the process of 
manufacture, and deny this effect of vibration altogether ; whilst some 
allege that ibe crystalline structure can be imparted to fibrous iron in 
various ways, as by repeatedly heating a bar red-hot and plunging it 
into cold water, or by continually hammering it, when cold, for half an 
boor or more* 

Mr. Brunei, however, thinks the various appearances of the fracture 
depend much upon the mode in which the iron is broken. The same 
piece of iron may be made to exhibit a fibrous fracture when broken by 
a slow heavy blow, and a crystalline fracture when broken by a sharp 
short blow. Temperature alone has also a decided effect upon the 
fracture ; iron broken in a cold state shows a more crystalline fracture 
than the same iron warmed a little. 

The same effects are by some supposed to be extended to cast iron. 

We have endeavoured to examine this question experimentally in 
various ways. 

A bar of cast iron, 3 inches square, was placed on supports about 14 
feet asunder. A heavy ball was suspended by a wire 18 feet long from 
the roof, so as to touch the centre of the side of the bat. By drawing 
this ball out of the vertical position at right angles to the length of the 
bar, in the manner of a pendulum, to any required distance, and sud- 
denly releasing it, it could be made to strike a horizontal blow upon the 
bar, the magnitude of which could be adjusted at pleasure, either by 
varying the site of the ball, or the distance from which it was released. 
Various bars (some of smaller size than the above) were subjected, by 
means of this apparatus, to successions of blows, numbering in most 
cases as many as 4000; the magnitude of the blow in each set of 
experiments being made greater or smaller, as occasion required. The 
general result obtained was, that when the blow was powerful enough to 
bend the bars through one-half of their ultimate deflection, (that is to 
say, the deflection which corresponds to their fracture by dead pressure,) 
no bar was able to stand 4000 of such blows in succession ; but all the 
bars (when sound) resisted the effects of 4000 blows, each bending them 
through one-third of their ultimate deflection. 

Other cast-iron bars of similar dimensions were subjected to the action 
, of a revolving cam, driven by a steam-engine. By this they were quietly 
depressed in the centre, and allowed to restore themselves, the process 
being continued to the extent even, in some cases, of a hundred thou- 
sand sQOoessive periodic depressions for each bar, and at a rate of 
about four per minute. Another contrivance was tried by which the 
whole bar was also, during the depression, thrown into a violent tremor. 
The results of these experiments were, that when the depression was 
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equal to one-third of the ultimate deflection, the bare were not weak- 
ened. This was ascertained by breaking them in the usual manner with 
stationary loads in the centre. When, however, the depressions pro- 
duced by the machine were made equal to one-half of the ultimate 
deflection, the bars were actually broken by less than nine hundred de- 
pressions. This result corresponds with and confirms the former. 

By other machinery a weight equal to half of the breaking weight was 
slowly and continually dragged backwards and forwards from one end 
to the other of a bar of similar dimensions to the above. A sound bar 
was not apparently weakened by ninety-six thousand transits of the 
weight. 

It may, on the whole, therefore, be said, that as far as the effects of 
reiterated flexure are concerned, cast-iron beams should be so propor- 
tioned as scarcely to suffer a deflection of one-third of their ultimate 
deflection. And as it will presently appear that the deflection produced 
by a given load, if laid on the beam at rest, is liable to be considerably 
increased by the effect of percussion, as well as by motion imparted to 
the load, it follows, that to allow the greatest load to be one-sixth of 
the breaking-weight is hardly a sufficient limit for safety even upon the 
supposition that the beam is perfectly sound. 

In wrought-iron bare no very perceptible effect was produced by 
10,000 successive deflections by means of a revolving cam, each de- 
flection being due to half the weight which, when applied statically, 
produced a large permanent flexure. 

Under the second head, namely, the inquiry into the mechanical 
effects of percussions and moving weights, a great number of experi- 
ments have been made to illustrate the impact of heavy bodies on 
beams. From these it appears, that bare of cast iron of the same 
length and weight struck horizontally by the same ball (by means of 
the apparatus above described for long-continued impact) offer the 
same resistance to impact, whatever be the form of their transveree sec- 
tion, provided the sectional area be the same. Thus a bar, 6 x li^ inches 
in section, placed on supports about 14 feet asunder, required the same 
magnitude of blow to break it in the middle, whether it was struck on 
the broad side or the narrow one, and similar blows were required to 
break a bar of the same length, the section of which was a square of 
three inches, and, therefore, of the same sectional area and weight as 
the firet. 

Another couree of experiments tried with the same apparatus showed, 
amongst other results, that the deflections of wrought-iron bare pro- 
duced by the striking ball were nearly as the velocity of impact. The 
deflections in cast iron are greater than in proportion to the velocity. 

A set of experiments was undertaken to obtain the effects of additional 
loads spread uniformly over a beam, in increasing its power of bearing 
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impacts from the same ball fUling perpendicularly upon it It was 
found that beams of cast iron, loaded to a certain degree with weights 
spread oyer their whole length, and so attached to them as not to 
prevent the flexure of the bar, resisted greater impacts from the same 
body falling on them than when the beams were unloaded, in the ratio 
of two to one. The bars in this case were struck in the middle by the 
same ball falling vertically, through different heights, and the deflections 
were nearly as the velocity of impact. 

We have also carried on a series of experiments to compare the 
mechanical effect produced by weights passing with more or less velocity 
over bridges, with their effect when placed at rest upon them. For this 
purpose, amongst other methods, an apparatus was constructed, by 
means of which a car loaded at pleasure with various weights was 
allowed to run down an inclined plane ; the iron bars which were the 
subject of the experiment were fixed horizontally at the bottom of the 
plane in such a manner that the loaded car would pass over them with 
the velocity acquired in its descent. Thus the effects of giving different 
velocities to the loaded car, in depressing or fracturing the bars, could 
be observed and compared with the effects of the same loads placed at 
rest upon the bar. 

This apparatus was on a sufficiently large scale to give a practical 
value to the results ; the upper end of the inclined plane was nearly 40 
feet above the horizontal portion ; and a pair of rails, 3 feet asunder, 
were laid along its whole length for the guidance of the car, which was 
capable of being loaded to about 2 tons ; the trial bars, 9 feet in length, 
were laid in continuation of this railway at the horizontal part, and the 
inclined and horizontal portions of the railway were connected by a 
gentle curve. Contrivances were adapted to the trial bars, by means of 
which the deflections produced by the passage of the loaded car were 
registered ; the velocity given to the car was also measured, but that 
veloci^ was, of course, limited by the height of the plane, and the 
greatest that could be obtained was 43 feet per second, or about 30 
miles an hour. 

A great number of experiments were tried with this apparatus^ for the 
purpose of comparing the effects of different loads and velocities upon 
bars of various dimensions, and the general result obtained was that the 
deflection produced by a load passing along the bar was greater than 
that which was produced by placing the same load at rest upon the 
middle of the bar, and that this deflection was increased when the 
velocity was increased. Thus, for example, when the carriage loaded to 
1120 lbs. was placed at rest upon a pair of cast-iron bars, 9 feet long, 
4 inches broad, and 1^ inch deep, it produced a deflection of i^ths of 
an inch ; but when the carriage was caused to pass over the bars at the 
rate of 10 miles an hour, the deflection was increased to i^ths, and 
went on increasing as the velocity was increased, so that at 30 miles per 
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hour the deflection became 1^ inch; that is, more than double the 
statical deflection. 

Since the yelocity so greatly increases the efiect of a given load in 
deflecting the bars, it follows that a much less load will break the bar 
when it passes over it than when it is placed at rest upon it, and 
accordingly, in the example above selected, a weight of 4150 lbs. is 
required to break the bars if applied at rest upon their centres ; but a 
weight of 1778 lbs. is sufficient to produce fracture if passed over them 
at the rate of 30 miles an hour. 

It also appeared that when motion was given to the load, the points 
of greatest deflection, and, still more, of the greatest strains, did not 
remain in the centre of the bars, but were removed nearer to the remote 
extremity of the bar. The bars, when broken by a travelling load, were 
always fractured at points beyond their centres, and often broken into 
four or five pieces, thus indicating the great and unusual strains they 
had been subjected to. 

We hav!e endeavoured to discover the laws which conn^t these 
results with •each other and with practice, and for this purpose a smaller 
and more idelicate apparatus was constructed to examine the phenomenfi 
in their simplest form, namely, in the case of a single weight travailing 
a ligbt (elastic ban For the weight in its passage along the bar deflects 
it, and thus the path or trajectory of the centre of the weight, instead of 
being a horizontal straight line, as it would be if the bar were perfectiy 
rigid, becomes a curve, the form of which depends upon the relation 
between the length, elasticity, and inertia of the bar, the magnitude of 
the weight and the velocity imparted to it. If the form of this curve 
could be perfectiy determined in all cases, the efiects of travelling loads 
upon bars would be known ; but, unfortunately, the problem in question 
is so intricate that its complete mathematical solution appears to be 
beyond the present powers of analysis except in the simplest and most 
elementary case, namely, in which the load is so arranged as to press 
upon the bar with one point of contact only, or, in other words, the load 
is considered as a heavy moving point. In practice, on the contrary, a 
single four-wheeled carriage touches each rail or girder in two points, 
and a six-wheeled engine with its tender has five or six points in contact 
on each side. This greatiy complicates the problem* 

The above smaller apparatus is so arranged as to comply with the 
simple condition that the load shall press upon one point only of the 
bar, and is also furnished with a contrivance by which the efiects of 
various proportions of the mass of the bar to that of the load can be 
examined. From the nature of the problem, it is convenient to consider, 
in the first place, the forms of the trajectories that are described, and 
the corresponding deflections of the bar, when the mass of the bar is 
exceedingly small compared with that of the load. 

Having obtained these under different relations of the length of the 
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bridge, its statical deflection, and the velocity of the passing load, we 
proceed to investigate, in addition, the effect which a greater propor- 
tional mass of the bar or bridge has upon the deflections. We have 
been greatly assisted in this research by a most elaborate and complete 
analytical investigation by George Stokes, Esq., Fellow of Pembroke 
College, Cambridge, undertaken at the request of one of the members 
of the Commission. Unfortunately, the extreme dtfBculty of the pro^ 
blem has rendered its solution unattainable excepting in the cases in 
which the mass of the bridge is supposed to be exceedingly small 
compared with that of the load, and in the opposite case, in which 
the mass of the load is supposed to be small compared with that 
of the bridge. The examples that occur in practice lie between these 
two extremes; for in the experiments of the Commission, performed 
at Portsmouth, with the inclined plane already described, the weight 
of the load was from three to ten times that of the bar; but this is 
a much greater proportion than that which occurs in bridges, partly 
on account of the necessity for employing in experiments very flexible 
bars, to render the changes of deflection sufficiently apparent, and 
partly on account of the great difference of length ; for if bars bear- 
ing the same ratio of weight to that of the load were employed in 
experiment, the deflection would become so small as to be scarcely 
appreciable. This will readily be perceived when it is stated that, in a 
bridge of 30 feet long, a deflection not greater than one-fourth of an 
inch is usually allowed, which deflection is only one 1440th part of its 
length ; whereas in experiment it is necessary to employ deflections of 
two or more inches. In actual bridges of about 40-feet span, the weight 
of the engine and tender is very nearly the same as the weight of that 
half of the bridge over which it passes ; and in large bridges the weight 
of the load is much less than that of the bridge. 

Mr. Stokes has shown that when the inertia of the bridge is sup- 
posed small, the trajectories of the load and the corresponding deflection 
of the bridge depend upon a certain quantity, which he terms ; this 
quantity varies directly as the square of the length of the bar, and in- 
versely as the product of the central statical deflection (namely, that 
which would be produced by the load set at rest on the centre of the 
bridge), and of the square of the velocity with which the load passes 
over the bridge. When $ is small, the increase of deflection due to the 
velocity of the load becomes very great, so much so that if jS bis equal 
to 1*3, the statical deflections are doubled, and are tripled when = 0*8; 
becoming still greater as lesser values of are taken. On the contrary, 
greater values of ff correspond to small deflections; and it has been 
shown by our researches that, in the cases of real bridges, $ is rarely less 
than 14, and is commonly very much greater; and that, consequently, 
the greatest increase of deflection from velocity would be upon this 
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theory never greater than one-tenth, varying from that to one-hundredth 
or less. As varies directly as the square of the length of the bridge, 
it is plain that the 9-feet bars of the Portsmouth experiments will cor- 
respond to much less values of than the 20 and 30-feet lengths of 
actual bridges ; while the values of in the former cases are still further 
diminished by the greater deflections necessarily employed in experi- 
ments, as above explained. It is thus shown that the enormous increase 
of deflection produced by velocity in the Portsmouth experiments cannot 
occur with real bridges, since it appears that the phenomena in question 
are developed to a great extent when the magnitude of the structure is 
diminished. But these calculations are made upon the supposition that 
the inertia of the bridge is very small ; and experiments made with the 
small apparatus above mentioned have shown that, while is less than 
about unity, the inertia of the bridge tends to diminish the deflection; 
while, on the other hand, when is greater than unity (including, of 
course, all practical cases), the inertia of the bridge tends to increase the 
deflections obtained upon the above supposition. Lastly, the total in- 
crease of the statical deflection, when the inertia of the bridge is taken 
into account, will be found much greater for short bridges than for long 
bridges. Supposing, for example, the mass of the travelling load and 
of the bridge to be nearly equal, the increase of the statical deflection 
at the highest velocities for bridges of 20 feet in length and of the ordi- 
nary degree of stiffness may be more than one-half; whereas for bridges 
of 60 feet in length, the increase will not be greater than one-seventh, 
and will rapidly diminish as greater lengths are taken. But as it has 
been shown that the increase, cmieris paribus, is diminished by increasing 
the stiffness of the bridge, we always have it in our power to reduce its 
amount within safe limits. Hence, in estimating the strength of a rail- 
way bridge, this increase of the statical deflection must be taken into 
account, by calculating it from the greatest load which is likely to pass 
over the bridge, and from the highest possible velocity. It must be 
remembered also, that this deflection is liable to be increased by jerks 
produced by the passage of the train over the joints of the rails. In 
Appendix B * will be found the details of the above somewhat compli- 
cated investigation. 

We also made some experiments by means of the large apparatus, 
before mentioned, on curved bars, and these bore much greater weights 
at high velocities than straight bara ; but the deflections of these bars 
were very great, compared to their length. In drawing attention to 
these experiments, we would remark that, in actual structures, where 
the deflections are so very small, the effect of cambering the girders, or 

* Eeport of the Commiaaionen appointed to inquire into the Application of Iron to Bailway 
Stmctnies. 2 vols, folio, 1850. 
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of forming a curved pathway for the load, would be of less comparative 
importance, and might tend to introduce practical inconvenience. 

The general impression amongst engineers appears to be at variance 
with the above results. They, for the most part, state their belief that 
the deflection caused by passing a weight at a high velocity over a 
girder is less than the deflection which would be produced by the same 
weight at rest ; even when they have observed an increase, they have at- 
tributed it solely to the jerks of the engine or train produced by passing 
over inequalities at the junction of the rails, or other similar causes. 

For the purpose of examining this question, we have submitted two 
actual bridges to the test of experiment. These bridges, one of which, 
the Ewell Bridge, is situated upon tlie Croydon and Epsom line, and 
the other, the Godstone Bridge, upon the South Eastern line, are both 
constructed to carry the railway over a road. A scaffold was constructed 
which rested on the road, and was, therefore, unaffected by the motion 
of the bridge, and a pencil was fixed to the under side of one of the 
girders of the bridge, so that when the latter was deflected by the 
weight of the engine or train, either placed at rest or passing over it, the 
pencil traced the extent of the deflection upon a drawing-board attached 
to the scaffold. An engine and tender, which had been in each case 
liberally placed under our orders by the Directors of the Companies, 
was made to traverse the bridges at different velocities, or rest upon 
them at pleasure. The span of the Ewell Bridge is 48 feet, and the 
statical deflection due to the above load rather more than one-fifth of an 
inch. This was slightly but decidedly increased when the engine was 
made to pass over the bridge, and at a velocity of about 60 miles per hour 
an increase of one-seventh was observed. As it is known that the strain 
upon a girder is nearly proportional to the deflection, it must be inferred 
that in this case the velocity of the load enabled it to exercise the same 
pressure as if it had been increased by one-seventh, and placed at rest 
upon the centre of the bridge. The weight of the engine and tender 
was 39 tons, and the velocity enabled it to exercise a pressure upon the 
girder equal to a weight of about 46 tons. Similar results were obtained 
from the Godstone Bridge. We would take this opportunity of mention- 
ing how much we are indebted to Mr. P. W. Barlow and to Mr. Hood 
for the assistance they afforded us in making these experiments. 

We have also to express our obligations to the Astronomer Royal for 
the advantage of his presence during the above and other experiments, 
as well as for many valuable suggestions during the progress of the 
inquiry. 

In addition to the above experiments, we have made many for the 
purpose of supplying data for completing the mechanical theory of 
elastic beams. If a beam be in any manner bent, its concave side will 
be compressed, and its convex side extended. An exact knowledge of 
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the laws which govern its compression and extension mast precede any 
accurate general theory of its deflections, vibrations, and ruptures. 

The law which is usually assumed in mathematical investigations, and 
by which the longitudinal compressions and extensions, within certain 
limits, are assumed to be directly proportional to the forces by which 
they are produced, although very nearly true in some bodies, is not, 
perhaps, accurately true for any material. 

Experiments have, therefore, been made to determine with precision 
the direct longitudinal extension and compression of long bars of cast 
and wrought iron. The extensions were determined by attaching a bar, 
50 feet in length and 1 inch square, to the roof of a lofty building, and 
suspending weights to its lower extremity. 

The compressions were ascertained by inclosing a bar 10 feet long 
and 1 inch square in a groove, placed in a cast-iron frame, which 
allowed the bar to slide freely without friction, and yet permitted no 
lateral flexure. The bar was then compressed by means of a lever, 
loaded with various weights. Every possible precaution was taken to 
insure accuracy. The following formuIsB were deduced for expressing 
the relation between the extension and compression of a bar of cast 
iron, 10 feet long and 1 inch square, and the weights producing them 
respectively : 

Extension, w = 116117 e - 201906^* 
Compression, w = 107763 d — 36318£p. 
Where ta is the weight in pounds acting upon the bar, e the extension, 
and d the compression in^ches. 

And the formulsB deduced from these, for a bar 1 inch square and of 
any length, are 

For Extension, w = 13934040 - - 2907432000 J 
For Compression, w = 12931560 - - 522979200 -. 

. / r 

Where / is the length of the bar in inches. 

These formulae were obtained from the mean results of four kinds of 
cast iron. 

For the further development of this research, we beg to refer to the 
Commissioners' Report, Appendix A*. The mean tensile strength of 
cast iron derived from these experiments is 157 11 lbs. per square inch, 
and the ultimate extension 7^ of the length, and this weight would com- 
press a bar of iron of the same section f\j of its length* It must be 
observed that the usual law is very nearly true for wrought iron. 

Many denominations of cast iron have got into common use, of 

* Report of the Oommiasionen appointed to inquire into the Application of Iron to Baiiway 
Structures. 2 vols, folio, 1850. 
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which the properties had not yet been ai»certained with due precision. 
Seventeen kinds of them have been selected, and their tensile and 
crushing forces determined. Experiments have also been made upon 
the transverse strength and resistance of bars of wrought and cast iron 
acted upon by horizontal as well as vertical forces. These experiments 
will be found to exhibit very fully the deflections and sets of cast iron 
and the defect of its elasticity. 

The bars which were experimented upon by transverse pressure were 
of sections varying from 1 inch square to 3 inches square, and of various 
other sections, and the actual breaking-weights show that the strength 
of a bar 1 inch square should not be taken as the unit for calculating 
the strength of a larger casting of similar metal, although the practice 
of doing so has been a prevalent one ; for it appears that the crystals in 
the portion of the bar which cools first are small and close, whilst the 
eenUtd portion of bars 2 inches square and 3 inches square, is composed 
of comparatively large crystals, and bars of 3 inches square in section 
planed down on all sides alike to f of an inch square are found to be 
very weak to resist both transverse and crushing pressure. Hence it 
appears desirable, in seeking for a unit for the strength of iron of which 
a large casting is to be made, that the bar used should equal in thickness 
the thickest part of the proposed casting. 

The performance of these various experiments has been greatiy 
facilitated by the permission which was liberally granted to us by the 
Lords Commissioners of the Admiralty, to make use of Portsmouth 
Dockyard in carrying on our investigations, in addition to which, 
however, we found it necessary to hire for several months some premises 
in Lambeth. This was found requisite for the performance of those 
portions of the experimental inquiry which had been undertaken by 
Eaton Hodgkinson, Esq. Although we are aware that, to point out 
the labours of individual members of the Commission would be impos- 
sible, and that it may appear invidious to single out one for praise, we 
cannot resist the expression of our thanks to the above-named gentieman 
for the zeal and intelligence with which he has carried out the remark- 
able series of experiments which are detailed in the Appendix A to this 
Report*, and which constitute a large proportion of those which have 
been already described. 

In addition, we have obtained, from many of the iron-masters, in- 
formation respecting the various processes employed by them in the 
manu&cture of their irons, and the effect of such processes upon the 
strength and properties of the material produced; and we have also 
made careful inquiries of civil engineers with respect to the qualities and 
mixtures of iron preferred by them for the large castings used in the 
construction of railway bridges, and to the respective properties of Hot- 

* Commiationers' Eejport, &c. 2 toU. folio, 1850. 
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blast and Cold-blast iron ; this investigation has been greatly facilitated 
by the liberality and candour with which these gentlemen have commu- 
nicated to us the results of their experience. 

As no map of the kingdom had been constructed representing the 
districts in which iron is found and worked, we applied to the officers of 
the Museum of Practical Geology for their assistance, and they caused 
one to be prepared expressly to accompany this Report, in which the 
principal furnaces now in blast are shown. 

Great differences of opinion exist with respect to the best qualities 
and mixtures of iron, and, after all, it appears that those employed for 
large castings depend practically so much upon the commercial question 
of relative cost, that engineers are rarely able to select the very best 
material. It is generally admitted that engineers have no guarantee 
that the mixture for which they have stipulated in a contract shall be 
that used by the founder, and no certain test by which to determine 
whether a given piece of iron has been manufactured by hot blast or 
cold blast. A very good protection appears to be contained in the 
recommendation of Mr. Fox, that engineers, in contracting for a 
number of girders, should stipulate that they should not break with less 
than a certain weight (leaving the mixture to the founder), and cause 
one more than the required number to be cast The engineer may then 
select one to be broken, and, if it break with less weight than that 
agreed upon, the whole may be rejected. 

At the beginning of the railway system, the bridges were naturally 
constructed upon similar principles to those which had been already 
employed for common roads or aqueducts. Some of these ordinary 
constructions have proved inadequate to sustain the enormous loads and 
vibrations of railway trains. Some have been considered too expensive ; 
others, as the suspension bridges, have been found wholly unfitted for 
railway purposes. Moreover, the necessity for preserving the level of a 
railroad as much as possible, combined with that of passing under or 
over existing canals, rivers, or roads, has created a demand for those 
forms of bridges which admit of being kept as low as .possible, con- 
sistently with the proper headway or passage below ; or, in other words, 
of making the least possible difference of level between the road or 
stream which the bridge has to carry and that which it has to cross. 

From these causes, combined with the innumerable opportunities of 
building new bridges which the railways have given occasion to, and a 
constant endeavour to reduce the expense of building them, a variety 
of new constructions have been proposed and essayed, most of them 
of great merit and value, while others appear to be of very doubtful 
stability. 

On the whole, the art of railway bridge-building cannot be said to 
be in that settled state which would enable an engineer to apply prin- 
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dples with confidence. We have therefore thought it our duty to 
inquire into the present methods of railway bridge-building/ to collect in 
evidence the opinions and practice of the leading members of the pro- 
fession of civil engineers upon this branch of construction, and especially 
with respect to the form and proportions of simple cast-iron girders, the 
practical limits to the employment of such girders, the methods of com- 
bining them with the rest of the structure, the various forms of compound 
girders, the expediency of several combinations of wrought iron with 
cast iron, and, finally, the comparative merits of plain girders, and of 
other forms in which the principles of the arch, or other methods of 
giving stiffness, are introduced. 

The simplest bridge, and that which admits of the greatest possible 
headway at a given elevation, is, undoubtedly, the straight girder bridge. 

The length of a simple cast-iron girder appears to be limited only by 
the power of making sound castings, and the difficulty of moving large 
masses. Thus the practical length has been variously stated to us as 
40, 50, and 60 feet. The form resulting firom Mr. Hodgkinson's former 
experiments on this subject is universally admitted to be that which 
gives the greatest strength, but the requirements of construction compel 
many variations from it, especially in the ratio between the top and 
bottom flanges. Moreover, the convenience and the necessity of keeping 
the roadway for rails as low as possible has introduced a practice of 
supporting the beams which sustain the rails upon one side of the 
bottom flange. The pressure of the roadway and of the passing loads 
being thus thrown wholly on one side of the central vertical web of the 
girder produces torsion (which is not always taken into account in 
determining the proportions of the girder). The existence of this torsion 
is admitted on all hands, and various schemes are employed to counteract 
and diminish it; but the form of a girder that will effectually resist 
this disturbing force, without incurring other evils, still remains a 
desideratum. 

The requisite length of girders is increased considerably by the 
excessive use of skew bridges, and it is much to be regretted that 
difficulties should often be thrown in the way of altering the course of 
existing roads and canals, when the line of a proposed railway happens 
to cross them at an acute angle. Partly from these causes, and partly 
from a little indulgence in the pride of construction, skew bridges may 
be found of which, from the obliquity of the bridge, the girders are 
more than double the length that would be required by the direct span 
of the opening to be crossed. 

When the span of the opening or other circumstances render the use 
of single straight girders unadvisable, straight girders built up of several 
separate castings bolted together, and sometimes trussed with wrought- 
iron tension rods, are largely employed, and necessarily with great 
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Tarieties of coastnitction. By these means the girders may be extended 
to spans of upwards of 120 feet. 

When wrought iron is combined with cast iron in the nlanner of 
trassingy several difSculties arise from the difierent expansions of the 
two metals, and the difference of their masses, which causes the 
wrought-iron rods to be more rapidly affected by a sadden change 
of temperature than the cast-iron parts. The constant strain upon the 
wrought iron tends to produce a permanent elongation, and hence 
tension rodi^ may require to be occasionally screwed up. We hliTe 
sought for opinions and information upon all these questions, and these 
show that the greatest skill and caution is necessary to ensure the safe 
employment of such combinations. It is not admitted that the vibra- 
tion of railway trains would loosen or injure the bolts or rivets of com- 
pound girders. Nevertheless wood, felt, or other similar substances, 
have occasionally been introduced between surfaces to diminish the 
communication of vibration. 

The general opinion of engineers appears to be that the cast-iron arch 
is the best form for an iron bridge, when it can be selected without re- 
gard to expense, or to the height above the river or road which is to be 
crossed. For low bridges, the bowstring girder is also strongly recom- 
mended. 

Lattice bridges appear to be of doubtful merit. 

The latest mode of construction that has been introduced consists of 
boiler plates, riveted together as in iron ship-building, and combined in 
various ways with cast iron. Hollow girders are thus formed, which are 
either made so large as to admit of the road and carriages passing 
through them, as in the Conway and Britannia Bridges, or else these 
tube girders are made on a smaller scale, and employed in the same 
manner as the ordinary cast-iron girders, to sustain transverse joists 
which carry the road. The first kind is applicable to enormous spans, 
those of the two bridges above mentioned being 400 and 462 feet re- 
spectively. The second kind are said to be cheaper and more elastic 
than other forms for spans that exceed 40 feet. These methods appear 
to possess and to promise many advantages, but they are of such recent 
introduction that no experience has yet been acquired of their powers to 
resist the various actions of sudden changes of temperature, vibrations, 
and other causes of deterioration. We have thought it our duty to seek 
for information with respect to them, and we find engineers to be, for 
the most part, exceedingly favourable towards them; but^ for the 
reasons above stated, we are unable to express any opinion upon them. 
At the same time, we desire to bear testimony to the patient care and 
scientific manner in which the forms and proportions of the great tubes 
of the Conway and Britannia Bridges have been elaborated ; and we 
most beg to refer to the Minutes of Evidence, and to the papers con- 
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tained in the Appendix, for the details of the information which we have 
collected. 

The inyestigation in which we have been concerned has made it 
evident that the novelty of the railway system has introduced a variety 
of new mechanical causes, the effects of which have not yet had time 
ftdly to develope themselves, on account of the extent and number of 
new railways^ and the rapidity with which they were constructed, in 
many cases scarcely giving breathing time to the engineers by which to 
observe and profit by the experience of each successive new construc- 
tion. Thus it has happened that some portions of mechanism and 
structure have been made too weak, or placed in unfavourable combina- 
tions ; and hence some unavoidable, but most lamentable and sometimes 
fatal, accidents have been occasioned. It also appears that there exists 
a great want of uniformity in practice in many most important matters 
relating to railway engineering, which shows how imperfect and deficient 
it yet is in leading principles. 

But we have also observed, throughout the present inquiry, that the 
engineers have been already warned by experience of the necessity for 
increasing the strength of bridges employed in railways ; and of il^atch- 
ing more narrowly their construction, so as to render them as strong as 
possible. Accordingly we have found that the original structure of all 
those bridges which had shown the least signs of weakness has been 
carefully altered and strengthened, so as to leave no apparent cause for 
apprehension; while in new bridges better and stronger combinations 
are adopted. 

And, in conclusion, considering that the attention of engineers has 
been sufficiently awakened to the necessity of providing a superabundant 
strength in railway structures, and also, considering the great import- 
ance of leaving the genius of scientific men unfettered for the develop- 
ment of a subject as yet so novel and so rapidly progressive as the 
construction of railways, we are of opinion that any legislative enact- 
ment with respect to the forms and proportions of the iron structures 
employed therein would be highly inexpedient. 

We would, however, direct attention to the general conclusions we 
have arrived at from our own experiments, and from the information 
suppUed to us, namely,^-^ 

That it appears advisable for engineers, in contracting for castings, to 
stipulate for iron to bear a certain weight, instead of endeavouring to 
procure a specified mixture. 

That, to calculate the strength of a particular iron for large castings, 
the bars used as a unit should be equal in thickness to the thickest part 
of the proposed casting. 

That, as it has been shown that to resist the effects of reiterated 
flexure, iron should scarcely be allowed to suffer a deflection equal to 
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one-third of its ultimate deflection^ and since the deflection produced 
by a given load is increased by the effects of percussion, it is advisable 
that the greatest load in railway bridges should in no case exceed one- 
sixth of the weight which would break the beam when laid on at rest in 
the centre. 

That as it has appeared that the effect of velocity communicated to a 
load is to increase the deflection that it would produce if set at rest 
upon the bridge; also, that the dynamical increase in bridges of less 
than 40 feet in length is of sufficient importance to demand attention, 
and may even, for lengths of 20 feet, become more than one-half of the 
statical deflection at high velocities, but can be diminished by increasing 
the stiffness of the bridge ; it is advisable that, for short bridges espe- 
cially, the increased deflection should be calculated from the greatest 
load and highest velocity to which the bridge may be liable; and that 
a weight which would statically produce the same deflection should, in 
estimating the strength of the structure, be considered as the greatest 
load to which the bridge is subject. For the method of calculating this 
increased deflection we beg to refer to Appendix B *. 

Lastiy, the power of a beam to resist impact varies with the mass of 
the beam, the striking body being the same, and by increasing the 
inertia of the beam, without adding to its rtrength, the power to resist 
impact is within certain limits also increased. Hence it follows that 
weight is an important consideration in structures exposed to concus- 
sions. 

Whilst, however, we lament that the limited means which have been 
placed at our disposal, and the great time required for such investiga- 
tions, have compelled us to leave in an imperfect state, or even to 
neglect altogetiier, many interesting and important branches of experi- 
mental inquiry, we trust that the facts and opinions which we have been 
enabled to collect, will serve to illustrate the action which takes place 
under varying circumstances in iron railway bridges, and enable the 
engineer and mechanic to apply the metal with more confidence than 
heretofore. 

(Signed) WROTTESLEY. 

ROBERT WILLIS. 
HENRY JAMES. 
GEORGE RENNIE. 
W. CUBITT. 
EATON HODGKINSON. 
WhitehaUj 2Qih July, 1849. 

Douglas 6Aim)N, 

Lieut. Royal Engineers, 

Secretary, 

* CommifiioDen' Beport, && 2 vob. folio, 1850. 
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ABSTRACTS of the leading Results of Experiments on Cast 
and Wrought Iron made by Her Majesty's Commissioners, 
under the direction and superintendence of Eaton Hodokin- 
SON, Esq. 

First Abstract. 

Results of Experiments to determiae the ultimate Tensile and Com- 
pressive, or Crushing Forces, of various denominations of Cast Iron in 
common use ; these qualities not having been previously obtained in 
the Irons tried. 


P cflc riptiop of the Iron. 


Low Moor Iron, No. 1 . . 
Low Moor Iron, No. 2 . . 


Clyde Iron, No. 1 , 
Clyde Iron, No. 2 


Clyde Iron, No. 8 


BhenaTon Iron, No. 1 . . 

Blaenavon Iron, No. 2, fint 1 
nmple j 

Blaenavon Iron, No. 2, le- 1 
cond aample . . . . j 

Calder Iron, No. 1 . . 


Coltnen Iron, No. 8 . . 
Brymbo Iron, No. 1 . 

Brymbo Iron, No. 8 . • 

Bowling Iron, No. 2 . . 


YitalyiiBra anthracite Iron, \ 
No.2 / 

Tniioed wyn anthracite Iron, \ 
No.l / 

Yniscedwyn anthracite Iron, 


No.2 


} 


Mr. Morries Stiriing'a Iron, 1 
denominated second quBr y 

% J 

Mr. Morries Stirling's Iron, \ 
denominated third quality j 


Tendle Btrength 
per iquare inch 

of MCtiOD. 


lbs. 
12694: 

15468: 

16126: 

17807: 

28468: 

18988: 

16724: 

14291: 

18786: 
16278: 
14426: 
166Q8: 

18611: 
14611 : 

18962: 
18848: 

26764: 

28461: 


tons. 

: 6-667 
: 6-901 
: 7-198 
: 7-949 
:10-477 
: 6-222 
: 7-466 
: 6-880 

: 6-181 

: 6-820 
: 6-440 
: 6-928 
: 6-082 
: 6-478 
: 6-228 
: 6^69 

:ll-602 

:10-474 


Height Crushing strength 
of tpeci- per square inch 
men. of section. 


Inch. 

} 

.1 
.i 

} 

li 

.1 

.1 
.t 

} 

.i 

.1 


i 

.1 

i 


Ibfc 
64534: 

66446: 

99626: 
92832: 

92869: 
88741: 

109992: 
102080: 

107197: 
104881: 

90860: 
80661: 

117606: 
102408: 

68669: 
68682: 

72198: 
76988: 

100180: 
101831: 

74816: 
. 76678: 

76188: 
76968: 

76132: 
73984: 

99926: 
96669: 

88509: 
78669: 

77124: 
76369: 

126338: 
119467= 


! 168668: 
129876: 


toot. 
:28-809 
:25-198 

:44-480 
:41-219 

:41-469 
:89-616 

:49-103 
:46-549 

:47-866 
:46-821 

:40-662 
:36-904 

:62-602 
:46-717 

:80-606 
:80-694 

:82-229 
:88-921 

:44-723 
:46-460 

:33-399 
:88-784 

:38-988 
:34-866 

:83-987 
:33028 

:44-610 
:42-660 

:37-281 
:86116 

:84-480 
:88-646 

:65-952 
:68-829 

:70-827 
:67-980 


Ratio of the powen to 

resist tension and 

compression. 


6-084 \ , 
4-446 J ^ 

6-438 \ , 
6-978 / ^ 

6-769 1 , 
6-603 / ^ 

6-177 1 , 
6-729 / ^ 

4-668 \ 1 
4-469 J ^ 

6-619 t 1 
6-780 ; ^ 

7-082 \ , 
6-128 J ^ 

4-797 \ T 

4-796 J ^ 

6-266 \ , 
6-682 / ^ 

6-667 "I T 
6-666 ; ^ 

6-186 1 , 
6-246 / ^ 

4-909 1 1 
4-963 / ^ 

6-636 1 , 
6-476 / * 

6-886 1 , 
6-686 / ^ 

6-986 1 , 
6-638 ; ^ 

6-778 1 T 
6-646 / ^ 

: 4-866 1 , 
: 4-637 J ^ 

: 6-762 1 , 
: 6-636 / ^ 


Mean. 
: 4-766 

: 6-206 

: 6-681 

: 6-963 

; 4-618 

: 6-149 

: 6-677 

: 4-796 

: 6-394 

: 6-611 

: 6-216 

: 4-986 

: 6-666 

: 6-736 

: 6-811 

: 6-712 

: 4-761 

: 6-149 
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Second Abstract. — Collisions and Vibrations. 

Power of Beams of Cast Iron to sustain long-continued Impact. 

The effect of impact and vibration upon structures was a leading 
object of inquiry with the Commission ; and the first series of experiments 
instituted upon this subject was to determine the power of beams to 
sustain impacts many times repeated. For this purpose 16 bars were 
cast; all from Blaenavon Iron, No. 2, and five at least of the 16 were 
found to be slightly defective at some place, where they gave way. 
Whether these small defects were more numerous than would be found 
in practice, it would be difficult to determine. 

Six of the bars were each 15 feet long and 3 inches square, and placed 
on supports 13 feet 6 inches asunder; seven were each 10 feet long and 
2 inches square, and 9 feet between the supports ; and three were each 
5 feet long, 1 inch square, and 4|> feet between the supports. Of these 
bars, six were bent through -^rd of their ultimate deflection at each blow, 
and five of them bore each 4000 blows without breaking; the sixth 
was broken at a flaw with 1085 blows. One large bar, bent by impact 
through -j^ths of its ultimate deflection, was broken at a defective place 
with 1350 blows. 

Of six bars bent by blows through half their ultimate deflection, five 
were broken with less than 4000 blows each ; one with 29 ; another with 
127, &c. The only bar which bore the 4000 blows was one of the 
smallest kind, or 1 inch square. 

Of three bars, one bent to iV^^^y ^^^ ^^^ ^^ i^^ ^^^ ultimate 
deflection; all were broken: the two latter with 127 and 474 blows 
respectively ; the former required 3700 blows to break it. 

Often bars of Low Moor Iron, No. 2, each 10 feet long and 2 inches 
square, placed on supports 9 feet asunder, and struck in the middle with 
. long-continued impact, as before, four broke at defective places, and two 
at sound ones. Three were subjected to impacts, bending them through 
■|-rd of their ultimate deflections, and bore the test without fracture : of 
three bent by blows through half their ultimate deflection, two were 
broken ; those bent through |-rds were all broken. 

On the whole, it appears that no bar but one, and that a small one, 
stood 4000 blows, each bending it through half its ultimate deflection ; 
but all the bars, when sound, stood that number of blows, each bending 
them through -^rd their ultimate deflection, tt must, however, be borne 
in mind that a cast-iron bar will be bent to ^rd of its ultimate deflection 
with less than ^rd of its breaking- weight laid on gradually ; and j^th of 
the breaking-weight laid on at once would produce the same effect, if 
the weight of the bar was very small compared with the weight laid on it. 
Hence the prudence of always making beams capable of bearing more 
than six times the greatest weight which will be laid upon them. 

For more information see the following Abstract : — 
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ABSTRACT OF THB LBADINe BBSULTS ON LONO^ONTINUBP IMPACT. 

TRAinimsB Stsbnoth to retist long-continned Impact from Balli striking horizorUdUy againit the 
middle of Ban, the Balls acting as Pendulums with a radius (r) of 17 feet 6 inches. 

The bars were cast of three aiies, namelj, 15 feet long and 8 inches square; 10 feet long and 2 
inches square ; and 5 fset long and 1 inch square. A thin piece of lead, wying from 2 lbs. t» 
4 lbs. weight, was generally attached to the side of the bar where struck, to pntant injury to its 
surfroe by the impact. 

SixUen Bart (/ Bloinawm Iron^ Ifo. 2. 


Dlstuce 

between the 

•upportk 

Side of 
■quare 
of bar 
nearly. 

Webht 

striking 
baU." 

AMigned 

deflection 

inteimsof 

ultimate 

deflection*. 

Number 
of blows 
given to 
the bar. 

Eflbctonbar. 

RaaiAmxB. 

Feet In. 
18 6 

Inchea. 
8 
8 
8 
8 

8 
8 

Iba. 
1511 
15l| 
603 
608 

15U 
608 


1085 
4000 
4000 
1850 

127 
8026 

Broken ... 
Not broken. 
Not broken. 
Broken ... 

Broken. 
Broken. 

S^ght defect in caiting. 

The bar was somewhat defective 
at place of fracture. 

9 

2 
2 
2 
2 
2 
2 
2 

754 
608 

75J 

751 
608 

75J 
608 

4 

1 

4000 

4000 

29 

1282 

8695 

127 

474 

Not broken. 
Not broken. 
Broken ... 
Broken ... 
Broken ... 
Broken. 
Broken. 

Defective bar. 
Slightly defective. 
Slightiy defective. 

4 6 

1 
1 
1 

754 
75* 

75J 

1 

i 

4000 
4000 
8700 

Not broken. 
Not broken. 
Broken ... 

Slightly defective. 


* The ultimate deflection was obtained ftom the ezperfanentt on tnuuTerse preiaure. 


Ten Bars qfLow Mo&r Iron, and oneqfa mixture <f Wrou^ and Cati Iron. 

These bars were cast to be 10 feet long and 2 inches square ; they were placed on supports 9 feet 
asunder. The radius (r) of the pendulum was 17*208 feet when the weight of the striking ball 
was 603 lbs. ; and 18*208 feet when the weight of the striking ball was 1514 lbs. 


Side of 

square of 

bar 

neariy. 

Weight of 

striking 

balL 

Assigned 
deflection 
in terms of 

ultimate 
deflection. 

Number 
of blows 
given to 
the bar. 

Eflbctonbar. 

RiMiimKa. 

Inchas, 

lbs. 





2 

608 

4 

4000 

Not broken. 


2 

608 

1 

4000 

Not broken. 


2 

608 

^ 

608 

Broken ... 

Slightly defective on one side. 

2 

603 

4 

132 

Broken ... 

Rather defective on the convex side. 

2 

608 


175 

Broken. 


2 

608 

« 

79 

Broken ... 

Slight defect, or disoolouzatioa on the 
convex side. 

2 

1514 

4 

400 

Not broken. 


2 

1514 

i 

400 

Not broken. 


2 

1514 

i 

102 

Broken ... 

The bar broke about 84 inchse from the 
centre, where there was a defect on the 
convex side, 4 inch area. 

2 

1514 

i 

88 

Broken. 


2 

608 

4 

8720 

Broken ... 

Mixture of wrought and cast iron. 


o 2 
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EFFECTS OF HORIZOirTAL IMPACTS UPON CAST-IRON BEAMS. 


Third Abstract. — Synopsis of some of the Principal Results in the 
Cast-iron Beams, together with the Breaking Weights and Ultimate De- 
Trans verse Pressure by Vertical Force, and Table VI. on long flexible 
all the Experiments of each class, and the number of those Experiments 



Number 
ofexperi- 

Distance 

Dimension Dimension 

Weight 
of bar 

Weight 
ofthe 



Number 

mentfftom 

between 

of bar in 

!of barper- 

striking 

Ultimate 

Ultimate chord 

of Table. 

which the 

the sup- 

dlrectionof , pendicular 

OTKWCVB 

the 

ball. 

deflection. 

of axe of impact. 


results are 
derived. 

ports. 

impact. 

totmpact 

%eew 

supports. 

(rad.171 





Ft. 

In. 

InclMi. 

Inches. 

Iba. 

Ibe. 

Inches. 

Incfaee. 

I. 

2 

18 

6 

8046 

8-0866 

877-926 

608 

4-69 

4*876 from 
■oundbar 

76-6 
79frt>m 
sound bar 

IL 

2 

18 

6 

1-58 

6122 

881-076 

608 

94- 

78 

III. 

2 

18 



6095 

1-688 

888-976 

608 

2-4 nearly 

80 

IV. 

4 

6 

9 

8- 

8- 

192-68 

608 

1-28 

56-76 

V. 

2 

6 

9 

1*49 

6096 

186-676 

608 

2-4876 

62-76 

VI. 

8 ^ 
Btmck 










at the Y 

6 

9 

8- 

8- 

196-668 

608 

1-126 

66-888 


quarter 










span. J 









VII. 

2 

6 

9 

8- 

8- 

189-41 

151} 

1-2666 and 
1-8126 from 
the sound bar. 

186-5 and 

142- from 

the sound bar. 

VIII. 

4 

9 



2-012 

1-988 

108-08 

608 

8-126 

89-9 

IX. 

8 

9 



1-979 

2-02 

108-16 

161i 

2-67 and 

2-75 from 

the sound bars. 

7908 and 
80*6 from 
the sound bars. 

X. 

8 

9 



1-974 

2001 

106-89 

761 

2-888 

124- 

XI. 

2 
(2nd melt- 
ing-) 

9 



1-9906 

1-976 

108-62 

161i 

2-76 

98-25 

XII. 

8 

4 



2- 

2- 

64- 

608 

-7812 

29-8 

XIII. 

4 

4 

6 

2- 

2- 

64- 

76i 

-892 

98-5 

XIV. 

8 

9 



1-088 

2-048 

67-12 

76i 

6-00 

86- 

XV. 

8 

4 

8 

1- 

2- 

28-6 

76| 


70- 

XV. 

8 

4 

6 

2- 

1- 

28-5 

m 


71-67 

XVL 

2 

4 

6 

10676 

1-0846 

16165 

761 

1-68"" 

62-6 

XVII. 

^ 







• 


Low Moor, 

> 4 

9 



1-984 

2002 

106-79 

16U 

2-81 

84-4 

No. 2. 

J 









XVIII. 

• 









Mixture of 
iron from 

• 

9 



2-01 

2-02 

111-29 

161} 

2-876 

99-5 

XIX. 

J 









Mixture of 
Iran.iuppoMd 

4 

9 



1-997 

1-982 

107-66 

161} 

2-68 

86- 

to bt Mr. Stir- 

*• 









limi'i, called 
hfiieooBd 










(piality. 

J 
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19 Tables of Experiments on the effect of Horizontal Impacts upon 
flections of Beams of the same size, as obtained from Tables L to VI. on 
Bars bent by Horizontal Pressure. The results set down are means from 
is given in Column 2. 


UlUmate 
▼ertkml descent 
of the ball (A). 

Ultimate 
work doDe by 
thebalMwAf. 

Breaking-weight 

of similar bar, by 

transverte pressure 

applied 

horiaoDtally. 

Corresponding 

ultunate 

deflection by 

horiaontal 

pressure. 

Breaking-weight 
of similar bar, by 
transverse pressure 

Corresponding 

ultimate deflecnm 

by vertical 

pressuek 

FeeL 


lbs. Mean. 

Inches. Mean. 

Iba. 

Inches. 

1-238 

746-51 

^l}ms 

4-939 1 . ^- 
4-59 ^^^ 

2685 frdm 2 ex- 

4-6269 from 2 ex- 



periment!, or 

periments, or 





2863 previous to 

4-5505 previous to 





the reduction of 

the reduction o£ 





the results to 

the results. 





tbose of a bar 






3 in. square. 


1-2071 

727-88 





1-270 

765-81 





•6390 

38532 

6207 

1-311 

6117 from 3 ex- 
periments, or 

6440 from ban as 
cast, or pre- 
viously to re- 
duction of re- 
sults. 

1*2916 from 3 ex- 
periments, or 

1-2722 from bars, 
results not re- 
duced. 

•5521 

332-916 





•8861 

534-32 





3*697 and 

55917 and 





4001 from 

60515 from 





the aonnd bar. 

thesoandbar. 





•3159 

190-488 

1274,2in.iqnare 

2-981 

1220 from 4 ex- 

2-854 from 4 ex- 



exactly 


periments. 

periments. 

1-2408 and 

187-671 and 





1-2856 from 

194-447 from 





tlieaoundlMin. 

theaoundbon. 

, 




3-0506 

230-32 





1-7254 

260-963 





•1704 

102-75 





1-925 

145-337 





1-4334 

108-223 

468 from ban be- 
fore reduction 
of retnlta, 

415 from bar re- 
duced to exact 
nie from 5 ex- 
perimenta. 

5-954 

6-227, reduced 
from 5 ex- 
perimenta. 



•54*69 

41-29" 

447 

1-808 

440 from 3 ex- 
periments. 

1*779 from 3 ex- 
periments. 

1-418 

213-72 





1-964 

297-05 

1539 

3-495 

1484 from 1 sound 
bar. 

3-370 

1-468 

222-03 

2230, reanlt re- 

2-72 

2174, result re- 

2*652, result re- 



duced for 2 in. 


duced for 2 in. 

duced for 2 in. 

• 


square, from 4 


from 4 experi- 

square, from 4 



experiments. 


ments. 

experimenta. 


22 RESULTS OF EXPEBIMENTS ON CAST AND WROUGHT IRON. 

Remarks on same of the leading Results in the foregoing Abstract, 

Ist The bars in Tables L, 11.^ and III. were of the same sectional 
area^ lengthy and weight nearly, but differed in the form of their trans- 
verse section. They were placed on supports at the same distance 
(13^ feet) asunder, and struck horizontally by the same ball, 603 lbs. 
weight, suspended by a radius of 17 feet 6 inches* From the results it 
appears that die beam, 3 inches square, and the rectangular beams, 6 x 
H inch section^ struck on the broader and narrower sides respectively, 
had all very nearly the same strength to resist impact. These con- 
clusions are drawn from a mean between two experiments in each case. 
In Table XV. six bars, each 2x1 inch section, and 6 feet long, were 
laid on supports 4^- feet asunder, and all struck by the same ball, 75|^ lbs. 
weight, with arcs of a radius 17 feet 6 inches. Three of them were 
struck on the broad«r and three on the narrower sides, and their mean 
chords of impact to produce fracture were 70 inches and 71*67 inches 
respectively, or nearly the same, agreeing with the results of the experi- 
ments upon the former bars. 

2nd. In Table IV. the bars were of the same dimensions in section as 
those in Table I., or 3 inches square, but the distance between the sup- 
ports was reduced one-half. The resulting breaking deflection, 1*23 inch, 
was somewhat greater than one-fourth of that in Table I., or 4*875 
inches, and the vertical descent to produce fracture was nearly one-half, 
but ratber m6re, the depth fallen through in the two cases being *639 
inch and 1*238 inch. Comparing, in like manner, the half and whole 
bars in Tables V. and II., the depths are *5521 inch and 1*2071 inch 
respectively. This result, coupled with the former one, shows that the 
depth fallen through to break the half bar is nearly half of that required' 
to break the whole one. Comparing the results in Tables VIII. and 
XII., and also Tables X. and XIII., it appears also that a bar of half 
the length of another resists with nearly half the energy, but somewhat 
more. 

3rd. The experiments in Tables I., II., III., IV., and V. afford illus- 
trations of some of the conclusions in the large generalization of Dr. 
Young, deduced from neglecting the inertia of the beam. {Nat, PhU., 
Lecture XIIL) " The resilience of a prismatic beam, resisting a trans- 
verse impulse, fdlows a law very different from that which determines 
its strength, for it is simply proportional to the bulk or weight of the 
beam, whether it be shorter or longer, narrower or wider, shallower or 
deeper, solid or hollow. Thus, a beam 10 feet long will support but 
half as great a pressure without breaking as a beam of the same breadth 
and depth which is only 5 feet in length ; but it will bear the impulse of 
a double weight striking against it with a given velocity, and will require 
that a given body should fall from a double height in order to break it.*' 
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4th. The experiments in Tahle VI. were made to compare the effects 
of striking a bar midway between the centre and one support with those 
of striking similar bars at the centre, as in Table IV. The great im- 
pacts, so near to the supports in these cases, would necessarily cause it 
to yield slightly, and thus increase the resisting powers of the bars to 
sustain impact. In experiments made by the author several years ago, 
given in the Fifth Report of the British Association, page 112, on bars 
1 inch square, some subjected to impacts in the middle, and others at 
half the distance between the middle and one support ; the chord of 
impact necessary to produce fracture was nearly equal in the two cases. 
The ratio of the deflections, from equal impacts at the middle and at 
one-fourth span, was nearly constant under different increasing degrees of 
impact; the deflections at tlie middle from equal impacts being to those 
at one-fourth span as 10 : 7 nearly. The relative ultimate deflections 
of the beam in the middle, and at a point half way between the middle 
and one end, ought to be as 10 : 7*5 nearly. 

6th. The bars in Tables VIII., IX., and X. were all of the same iron 
and size, and the only difference was in the weights of the striking balls. 
The distances fallen through, and the work done by the balls to produce 
fracture, being respectively, '3169 and 190*488 with the 603 lbs. ball; 
1-2866 and 194-447 with the 151i lbs. ball; and 30606 and 230-32 
with the 76| lbs. ball, affording a good illustration of the resistance 
from the weight of the bar. 

6th. The bars in Table XI. were of the same iron (Blaenavon No. 2) 
as the others, but remelted, to ascertain the effect of melting this iron a 
second time without mixture upon its power to bear impact The 
strength to resist blows was increased, but the iron was harder and 
much more unsound than before. The work done by the ball to break 
the beam in each case was increased in the ratio of 261 to 194. 

7th. The deflections in cast-iron beams were always found to be 
greater than in proportion to the velocity of impact; whilst in wrought 
iron they were nearly constant with impacts of very different velocities. 
This fact shows that there is a falling off in the elasticity of cast iron 
through impact, analogous to that through pressure. The difficulty of 
obtaining a satisfactory theory of the power of cast-iron beams to 
sustain impact is considerably increased by this falling off in elasticity ; 
but it is hoped that the varied nature of these experiments will tend 
much to reduce it. (The note in page 4 of the Report of the Commis- 
sioners, 2 vols, folio, 1850, and the approximate formulae for horizontal 
impact to which it relates, connecting pressure with impact, and based 
on the supposition of perfect elasticity, apply therefore only to small 
impacts upon co^^-iron beams.) ^ 

* See note (A) at end of Volume. 
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IMPACTS UPON LOADED BEAMS OF CAST IRON. 
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Whence we see that beams loaded in different d^ees bore more thcui 
beams unloaded, as below. 


AddHUnal load on beam in Iba. 


None 

Lead, 4 lbs. weight in centre 

28 Iba. in centre ; no lead .... 

166 Ibe. spread over beam + 4 Iba lead in centre 

889} lbs. apread over beam ; 4 Iba. lead in centre 

889 iba. Bf^ead over; no lead 

891*2 Iba. apread oTar ; 4 Iba. lead in centre . 

956} Iba. apread over ; 4 Iba. lead in centre . 



Sfl,o 


In<diei. 
28^ 
88 
42 
48 
48 
48 
66 
60 


fill 


18*801 
16005 
16-042 
16*042 
16*042 
18*810 
17*935 


RSMABXB. 


The aet from the impact! on 
these loaded beama waa 
yerj great, bat it did not 
appear to injure their 
•trength more than in 
ordinary 


By comparing the impacts and deflections in the Abstract above it 
will be seen that the deflections are always nearly as the square root of 
the height fallen through by the ball, or as the velocity of impact. 


Fifth Abstract. 

Synopsis of Experiments on the Extension and Cohprbssion of 

Cast Iron. 

1st. The direct Longitudinal Extension of Round Rods or Bars, 
60 feet long and 1 inch Area of Section nearly, of four kinds of Cast 
Iron, as mentioned below. 


u^ 


1 


Weights per tquare inch, laid 



& 

kit 
04 

ll 


on with 

tlielr oorreeponding 



Number of T 
in which the 
pcrlment ia 
■oibed. 

Name of Iron. 

Mean area of 
•action. 

Kxtentlona and Seti ; the last* 
in each one, being the largeat, 
where all were obaerved to- 
gether. 

Mean breakiog^ 
weight, per 
•quareinch 
oiiectlon. 

Mean 

ultimate 
ExtentioQ. 

Weight!. 

Extentlont. 

Seta. 



Inch. 

Iba. 

Inch. 

Indi. 


Indi. 

I. 

Low Moor Iron, No. 2 

2 

1*058 

2117 

•09500 

00845 

16408 Iba. 

1^085 





6852 

•8115 

•0250 

-7*825 torn. 

or j{^Qf 





10586 

•5740 

•06425 


tbelength. 





14821 

•9147 

•12775 



11. 

Bkenaron Iron, No. 2 . 

2 

1-0685 

2096 

•09422 

•00268 

14675 Ibi. 

•9825 





6289 

•8065 

•01675 

« 6*551 torn. 

or >krd of 
thelength. 





10482 

•5770 

•0575 






18627 

•8870 

•11476 



IIL 

Qartaherrie Iron, No. 8 

2 

1062 

2109 

•09225 

•001 4- 

16951 Iba. 

1-167 





6828 

•8117 

•01450 

- 7-567 tona. 

or ^th of 





10547 

5862 

•0475 


thelength. 





14766 

*9452 

11825 







15820 

1*0487 

•13812 



IV. 

Miztore of Iron, com- 

8 

1*068 

2107 

•0914 

•00876 

14812 lbs. 

•8095 


poaed of Leeawood, 

1 


6322 

•2967 

•01828 

i- 6-6125 tonf. 

or^atof 


No. 8, and Olengar- 



10536 

•5849 

•04321 


thelength. 


nock. No. 8, in equal 



12648 

•6702 

*06417 



• 

proportions. 






> 1 


In two of the bars the length, exclusive of the couplings, was 48 feet 
3 inches, and the extensions and sets from them have been increased in 
the ratio of 60 to 48 25, to correspond to a length of 60 feet. 
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ON THB EXTBN8I0N AND COMPRB88ION OF GA8T IBON. 


s 


\ 

' J 




^ c 


2nd. The ExtenBion of Rods 10 feet long and 1 inch square, deduced 
from the preceding Experiments, and compared with observed Com- 
pressions of Bars of the same Irons and the same size, cast with 
them for comparison, together with Formulae for computing the 
Weights from the Extensions and Compressions. 


EzniTBiON, Table IX. 


6 


I 

e 

9 

9 
9 
9 
9 
9 
9 
9 
9 
9 
9 
9 
9 
9 
6 
4 


Weights laid on, with the oonMpioiwttiig 
Bztenaiooi and Sets. 


Weights 


Exten- 
sions 


1063-77 
1580-65 
2107-54 
8161-81 
421508 
5268-85 
6322-62 
7876-39 
8480-16 
9488-94 
10587-71 
11591-48 
12645-25 
18699-88 
1479810 


•0090 
•0187 
•0186 
•0287 
-0391 
•0500 
•0618 
•0784 
•0859 
•0995 
•1186 
•1283 
-1448 
•1668 
•1859 


Sets. 


•00022 

•000545 

-00107 

•00175 

-00265 

•00372 

•00517 

•00664 

•00844 

-01062 

•01306 

•01609 

•02097 

•02410 


10 


117086 

115181 

118309 

110150 

107803 

105377 

103142 

100496 

98139 

95316 

92762 

90847 

87329 

82133 

79576 


ill 
ffi 

lis 

Us 

PI 


-A 

4-tI, 

+ ,13 

+ 1^ 

~ «T? 
-lb 


8 
8 
8 
8 
8 
8 
8 
8 
8 
8 
8 
8 
7 
7 


COMFRBMioir, Table VI. 


Mean Weights laid on, with c o r ws poadlng 
Mean Compressions, Soto, and Ilttios of 
Weights to Compressions, 


Weights 


2064^745 

4129-49 

6194-24 

8258-98 

10828-73 

12388-48 

14458-22 

16517-97 

18582-71 

20647-46 

24776-96 

28906-45 

88030-80 

87159-65 


CompreS' 
sions 


-01876 
•08878 
•05978 
-07879 
•09944 
•12080 
•14168 
•16888 
•18505 
-20624 
•24961 
•29699 
-35841 
•41149 


Sets. 


•00047 

•00226 

•00400 

•00645 

•00847 

•010875 

•01405 

•01712 

•02051 

•02484 

•08220 

-04800 

-06096 

•08421 


110120 

106485 

108617 

104828 

108819 

102980 

102049 

101102 

100420 

100114 

99268 

97831 

98468 


Extension and Compremon of CmUlron Bars. 

The experiments to determine the effects of various weights to extend 
and compress bars of cast iron longitudinally were made upon four dif- 
ferent kinds of that metal. From the mean results given in the preced- 
\ ing abstract of Table IX., on the extension of bars, and Table VI., on 
I their compression, the following formulsB were deduced for expressing 
the relations between the extensions and compressions of a bar 10 feet 
long and 1 inch square, and the weights producing them respectively. 

Extension : 
t£;= 116117^- 201906 e' 

Compression : 
IT = 107763 rf- 36318 cf. 
Where w is the weight (in pounds) acting upon the bar, e the ex- 
tension, and d the compression (in inches). 

To express the relation between w and the corresponding extension 
and compression, when the leugth of the bar is reduced from 10 feet to 
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1 foot, we fuieuoie that tha extension and compression ere unifonn 
throughout the length of the bar. Therefore, the extension or com- 
pression of one-tenth its length will be reduced in the ratio of 1 : 10. 
Consequently! in order that the value of w may remain unaltered in the 
formulae, the co-efficients of e and d must be increased in the ratio of 
10 : 1, and the co-efficients of e* and cP in the ratio of 10* : 1. These 
modifications being effected, the formulae for a bar 1 foot long become 

w = 1161170^ - 20190500^ for extension, 
w = 1077630rf - 3631800d* for compression. 

If the bars were 1 inch only in length, those to which the first formulcB 
appUed would be reduced in length in the ratio of 1 : 120. 

Consequently, the extensions and compressions would be reduced in 
the same ratio ; and, in order that w might remain unaltered, the co- 
efficients of e and d must be increased in the ratio 120 : 1, and the 
co-efficients of e* and d^ in the ratio of 120' : 1. These changes being 
made, the formulae for ban 1 inch long and 1 inch square become 

iv = 116117 X 120^ - 201905 x 120V 
= 13934040e - 2907432000 «" for extension, 

t£7= 107763 X 120rf- 36318 x 120' d* 
= 1293l660rf - 622979200 d^ for compression ; 

where, as before, w is expressed in pounds, d and e in inches. 

Lastly, if the length of the bar be / inches, the corresponding formnlea 
for iff may be deduced from those last given, by considering the bar to 
which those formulae apply increased in length in the ratio / : 1. Con- 
sequently, as before, to adapt the formulae to the present case, the co- 
efficients of e and d must be diminished in the ratio 1 : /, and the 
co-efficients of e* and di^ in the ratio of 1 : /*. 

The formulae for a bar 1 inch square and / inches in length are, 
therefore, 

fr=13934040l-29074320004 for extension . . . (A), 
IT =12931560^ -522979200^* for compreflsion . . (B). 

The mean tensile strength per square inch of section in the irons ex- 
perimented upon was 15711 lbs. = 7*014 tons, and the mean ultimate 
extension for lengths of 10 feet was "1997 inch, or ^ inch nearly, being 
•j^th part of the length. 

The mean compression of bars of the same metal and dimensions by 
the weight 15711 lbs. (the breaking-weight by extension, as above stated) 
was found firom the experiments to be "16488 inch, or y^^yth part of the 
length. 
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To find the values of e and d in terms of tr, in the preceding equa- 
tions for cast iron : 

In the general form of these equations, 

whence Je" — ae = — «? 
*— * — — *^ 






A 4*» 4ft* ft 


2ft ^V 4ft' ft ^ 


Extension of a bar / inches long and 1 inch square in terms of the 
weight stretching it. 

From equation (A) for elongation of bars of cast iron, we havei in 

equation (C), 

_ 13934040 , 2907432000 
a ^_, ft= ^ , 

substituting these values of a and ft in (C), we have. 


_ 13934040 ,_ // 13934040 V^ trT 


,_ // 13934040 \'^_ 
■^ V \ 6814864000/ 


6814864000 A/ \ 6814864000/ 2907432000 


= -00239628/ q: V -000005742 16 T - -000000000343946 /"«?* 


.-. e = / {-00239628- V -000006742 16 - -000000000343946 it}, (D), 

where w is in lbs. and e in parts of an inch, the negative sign being that 
alone which is applicable in the quantity under the root. 

If / = ly then the extension is that produced by a length of bar = 1 in. 
If/= 12, „ „ „ = Ift. 

If/ = 120, „ „ , „ =10ft. 

Example 1. Suppose w = 11691-48, and / = 10 feet or 120 inches, 
then substitutmg for w and / their values in equation (D), we have, 

e = /{ -00239628 - V -000006742 15 - -00000398684} 
= /{ -00239628 - -00132488} = 120 x -0010714 = -128668 inch. 
Comparing this with the result in Table IX., on extension of bars, 

from the same pressure, 1 1691-48 lbs., we have a defect of ttT*^* ^^ ^^ 

extension being -1283 inch. 

E,vampl€ 2. Suppose w zz 2107-64 lbs., and / = 10 feet ; substituting 

for tD and / in equation (D), we have, 

€ = l{ -00239628 - V -00000574215 - -00000072488} 
= / (-00239628 - -00223993) = 120 x -00016636 = -01876. 

It should be "0186, /. error = j\j. 
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Compression of a bar / inches long and I in. square in terms of the 
weight producing it. 

The relation between the weight and the compression being expressed 
by an equation of a similar form to that between the weight and the 
extension^ or tc^ =: a<2 — bd^j we obtain, in the same manner as before, 




substituting the values of a and b derived from the equation (B) for cast 
iron, or l?^ for a, and ^22979200 ^^^ ,^ ^, ^^tain 


,_ 12931560 -_ // 12931560 V., _ tr/* 
1045958400 ^ "^ V V 1045958400/ 522179200 

= / {-012363359 - V -000152853 - -00000000191212 «?} . . (E) 

Where w is in pounds and d in inches, the quantity under the root is 
affected by the negative sign, which alone is applicable in this instance. 

Example 1. If it = 8258-98 lbs., and the length 10 feet = 120 inches, 
we obtain, by substituting the value of to and / in equation (E), 

rf = / { -012363359 - ^-000152853 - -00001579216} 
= (-012363359 - -0117073) / = -07872 inch. 

Comparing this with the experimental result for this pressure in 
Table VI. on compression of bars, or -07879, we find the deviation, or 
error, == yiVs* ^^ ^® latter. 

Example 2. If tr = 6194*24 lbs., and / = 120 inches, as before, 

dzzl{ -012363359 - >/"^0T52853^^0000Tl844r} 

= / (-0004890) = -05868 inch. 

It should be -05978, /. error = ^th. 

The first Example is the case of least deviation of the formula from the 
results of experiments in Table VI. ; and the second is that of greatest 
deviation for pressures between 2 and 14 tons per square inch, the range 
between which the results are most trustworthy. 

Example Z. If t<^ = 15711 lbs., (the weight which would tear asunder 
an inch bar of these irons,) to find the compression of a bar 10 feet long 
and 1 inch square for the same weight. 

Substituting in Equation (E) the values of w and / 

d = /{ -012363359 -^ -000152853 - -00000000191212 w } 
= /(•012363359 - -0110820) = f (-0012813) = -15376 inch. 

The decrement, as obtained from the results of experiment in Table VI., 
on compression of bars, was -15488 inch. 
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EXTENSION. 

(Computed from the formula obtained.) 


Weight 

Computed 
Exteniioiu 

Real Gxtendon. 

Brrarinpaittof 
Reel Extension. 

1068-77 

•00922 

•009O 

+ A 

2107-64 

1 

-01876 

•0186 

+ TII 

421608 

•08898 

-0891 

1 

— m 

682202 

•06090 

•0618 

-A 

8480-16 

•08628 

•0869 

< 

-lb 

10687-71 

•11298 

•1186 

-lb 

12645'25 

•14698 

•1448 

+ ib 

14798-10 

•19061 

•1869 

+ A 


COMPRESSION. 


Weight. 

Computed 
Decieinent. 

Reel t)ecTenQent. 

Brfor itt perts of 
RcbI Decrancnt. 

2064-746 

•01928 

•01875 

+ h 

6194-24 

•06868 

•06978 

- u 

10828-78 

•09909 

-09944 

-lb 

14468-22 

^4077 

•14168 

-lb 

18682-71 

•18879 

•18606 

-■* 

24776-96 

•26114 

•24961 

+ Tb 

88080*80 

•84706 

-86841 

- A 


Tran9cer%e Fleaure. 

When a beam is bent in any degree the fibres or partieles on fiie 
conTex side are extended, and those on the concaye side are compressed; 
and there is a line within the beam, intermediate between the two sides, 
in any transverse section where the particles are neither extended nor 
compressed. This is called the neutral line, and the particles on each side 
of it are stretched or compressed according to their distance from it; 
but the force exerted by those particles is not in proportion to the dis- 
tance, in cast iron, at least, which we are treating of. It varies as a 
function composed of the 1st and 2nd powers of the distance nearly. 

Thus, in the longitudinal extensions and compressions of a bar one 
inch area of section and / inches long, we have from the mean results of 
experiments on four kinds of cast iron, Equations (A) and (B), 
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w = 13934040 1 - 2907432000 ^, 

tr =: 12931660 - - 522979200 ^, 

where tv is the weight in lbs. producing the extension e or compression 
d in inches. 

To apply this to transverse pressure, suppose the extension e and com- 
pression dotdL small length of the material at a distance / from the neutral 
line to be represented by ml, mfl, respectively, then the extension and com- 
pression at any other distance a? of a portion of the material originally of 
the same length will be mx and m'op, and the formula will become 

tt^ =13934040^-2907432000^^, ...(F) 

I /• 

IT" = 12931660^-622979200 (^', . . . (G) 

where u/, uf' are the forces of tension and compression exerted by the 
fibres at a distance x from the neutral line, and m, m', co-efficients de- 
pendent on them. 

In the '^ Experimental Researches on the Strength of Iron,'' published 
by the author, and forming an additional volume to '^ Tredgold on Cast 
Iron,'' an attempt was made (pages 483-494) to give a more general 
computation of the strength of beams than had hitherto been done, the 
solution depending upon the supposition that the resistance of the 
particles to tension and compression varied in terms of the Ist and some 
other constant power of the extension and compression. Thus if a? be 
the distance from the neutral line — / 

p (a?) = ar-£l = a:-i^,ift; = 2 . . .r^), 

na na 

f'(aO=i?'-— s^r'-— , ift;'=s2 . . . (K), 

n'a n'a 

where p (or) and ^ {x^) would be quantities respectively proportional to 

the forces of extension and compression of a particle at a distance x from 

the neutral line, n,n' quantities supposed to be constant. 

From the experiments given in this inquiry it appears that v, v' are 

equal to 2 ; and in the Equations (J) and (K) a is the same quantity as / 

in Equations (F) and (O), a = 2 ; and to adapt the formulae (F), (G), for 

cast iron, found before, to the forms above, we have 

u/l 2907432000 «i«i ^ ^ 


13934040 17» 13934040 m/' 

_ 2907432000 m ^ a^ n . . ,, , 

= d: — X — , for extension .... (L). 

13934040 / ^ 
In like manner 

w^'l „^ 622979200111' ^x" ix.^^^^^- « rivr\ 

12931660^-^-— 293T560-^T^^ * ' ^^^' 
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Whence we obtain the values of Uy nf in Equations (J), (K), 

13934040 , 12931660 


n =: 


«' = 


2907432000 m' " 622979200 »*'" 

By inserting these values in the formulsB given in the work referred to 
(pages 488 and 493), the position of the neutral line and the strength of 
a cast-iron beam of the form considered may be found. 


Sixth Abstract. 

Abstract of Results on the Transverse Strength of Cast-Iron 
Bars of different sizes, but mathematically similar, or relatively pro. 
portional in all their dimensions. 

The bars were of Blaenavon iron, No. 2, and were respectively cast to be 
1, 2, and 3 inches square, and 6, 10, and 16 feet long. They were 
placed on supports 4|^, 9, and 13^ feet asunder, and the strength and 
ultimate deflections of the bars, when reduced to their exact size, were 
as below : 


Ban 

squara 


4| feet ipan and 1 inch I 
lara . . . I 


Ban 9 feet span and 2 inchei 
sqnan .... 


Ban 13| feet span and 8 inches 
square .... 


Ban 6| feet span and 8 inches 
square • 


:{ 


Veitical PicMurei. 


Strength. 


Iba. 

461 

487 

423 
1249 
1414 
1121 
1097 
1552a I 
15946 / 
2698 
2671 
3889c 
2686(2 


Mean. 
I 440 

ll888 


^2861 


6841 
5795 
6215 


} 


6117 


Ultimate De- 
fleetion. 


Inchea. Mean. 

1-796 1 

1-850 ^1-779 

1-6917 J 

2-996 

8-486 

2-527 

2-498 

8-620 

2-984 

4-863 

4-3908 

5024 

4-891 


8-0035 


^4-667 


1-38191 
1-190 1 1-2916 
1-358 J 


Horiaontal Pmsaiei, computed 
from the Vertical Preuurea. 


Strength. 


Ifaa. 
4681 
444 I 
430 J 

1303 \ 

1469 

1175 

1151 

1616 

1648 

28771 
2854 I 
8573 f 
2869J 


447 


11394 


8043 


64311 
5885 V6207 
6306 J 


Ultimate De- 
flection. 


Inches. Mean. 
1-8281 
1-880 1. 1-808 
1-720 J 
8-032 \ 
8-622 

8-746 
8-085 j 
5186^ 


4-692 
5-297 
4-690 


».4-966 


1-351 1 
1-208 U-311 
1-373 J 


The results marked with the letters a, b, c, d^ are from bars which had 
been previously subjected to 4000 impacts, each bending them through 
-l^rd of their ultimate deflections. 

The strengths of similar bars, 1, 2, 3 inches square, and 4^, 9, and 
13J- feet between the supports, are respectively 447, 1394, and 3043 lbs., 
to resist an horizontal pressure. 

If the elasticity of the beams had been perfect, their strengths should 
have been as the square of their lineal dimensions, or as 1, 4, 9. ' Divid- 
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ingy therefore, the strengths as above by these squares, the quotients 
ought, on this supposition, to be equal. We have, however. 


From the smallest bars 


From the next larger bars 
From the largest bars . 


447 

1 
1394 

4 
3043 


= 447, 
= 349, 


= 338. 


The quotients are unequal ; but we see that the deviation from theory, 
on the supposition of perfect elasticity, is much greater in the smaller 
than in the larger bars, and that the strength of the smallest bar is 
greatly above that derived from the others, partly, it is probable, arising 
from defect of elasticity, but principally from the superior hardness of 
the smaller castings. 

The ultimate deflections of similar elastic bars from horizontal pressure 
are as the lineal dimensions of the bars, nearly; and, therefore, similar 
bars, 1, 2, and 3 inches square, ought to deflect before fracture in those 
proportions. The ultimate deflections from experiments, as above, are 
below. 

In bars 1 inch square 1*808 

2 inches square . . . .3*126 

3 „ .... 4*966 

The deviation in the ultimate deflection of the bars, from 1, 5i, 3, the 
ratio of their size, is therefore larger in the smallest (hardest) bars than 
in the others. 

In Tables V. and IX., on the transverse strength of bars of wrought 
and cast iron mixed, (pages 82, 83, 90, 91,) we find a similar falling o£F 
to that above in the strength of the larger bars below that of the 
smaller ones, as is shown in the following: extracts : — 


f9 


99 



Strength to beu Horisontal Preatuie. 

Ultimate Deflection 

from Horijontal 

Prenure. 

Ban 9 feet span and 2inc1ie8 f 
square . .\ 

Ban 4| feet span 1 inch f 
square . . . .\ 

Ibt. 

2230 from 4 experiments on tbe Ist sample 
1545 from 2 experiments on the 2nd sample . 
630 from 4 experiments on tlie Ist sample 
505 from 4 experiments on the 2nd sample . 

Inches. 

2-720 

2-258 

1-4095 

1-820 


General Remarks. 


On the Rapidity of IncrecLse of Transverse Strength of Square Bars 
for Small Increments of their Sectionat Dimensions. 

The rapidity with which the transverse strength of square bars in- 
creases for small increments of their sectional dimensions does not 
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appear to have been always adequately considered in experimental 
inquiries. For square bars of constant length between the supports 
the transverse strength varies as the cube of the side of the square ; 
consequently, for bars not greatly exceeding 1 inch square — such as 
have most frequently been subjected to series of experiments— -an error 
of 1-lOth of an inch (for example) in the sectional dimensions will pro- 
duce an error of nearly one-third in estimating the transverse strength. 
It iS| however, by no means unusual to assume bars, cast to be 1 inch 
square, to have exactly their nominal dimensions : variations of the 
actual dimensions, sometimes approaching to, or even exceeding, 
1-lOth of an inch, being neglected. 

This source of error has been avoided in the present series of experi- 
ments — and in nearly all others by the author — ^by measuring the 
transverse dimensions of each bar to thousandths of an inch, and 
reducing the results by theory to those for the intended size of the 
casting. The nature and extent of the error will be easily seen by the 
following Table, in which is exhibited the difference of strength of 
square bars, of which the transverse dimension increases by hundredths 
of an inch. The breaking weight of the bar 1 inch square is taken at 
448 lbs. (from the mean of experiments on cast iron). It will be ob- 
served, from this Table, that an error of less than l-12th of an inch in 
the measure of the side of the square bar produces an error of one-fourth 
of the strength. A similar error of 1-lOdi of an inch produces an error 
of one-third the strength, and an error of less than l-7th of an inch 
produces an error of one-half the strength. 

Comparative Transverse Strength of Bars of Sections slightly 

differing from 1 square inch. 


SldeofSquanof 
Btr. 

Cube of Side. 

Sticncth^or 
BreOJng-Weicfat 

Appfozimete Error 
nom aaniminc 

iqiure. 

Inch. 
1-00 
1-01 
102 
103 
1-04 
1-05 
1-06 
107 
1-08 
1-09 
1-10 
111 
1-12 
118 
114 
115 

Inch. 
1-000 
1-0308 
1-0612 
1-0927 
11249 
1'1676 
1-1910 
1-2260 
1-2697 
1-2960 
1-8810 
1-3676 
1-4049 
1-4429 
1-4815 
1-6209 

Ibe. 
448 
462 
475 
489 
504 
519 
584 
649 
564 
580 
596 
618 
629 
646 
664 
681 

■ a. 

* 

i 

t 

» 
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Experimental Inquiries to determine the Strength of Wrought-Iron 
TubeSi made at the instance of Robert Stephenson, Esq., M.P., 
F.R.S.y to supply data for the erection of his Tubular Bridges across 
the Menai Straits and the River Conway. By Eaton Hodokinson, 
Esq., F.R.S., &c. &c. 

The introduction of wrought-iron riveted tubes for bridges is a new 
feature in engineering. It originated with one of our boldest, most 
skilful, and most successful engineers, who was driven to adopt it as a 
matter of necessity in one of the most stupendous 8tructm*es of modem 
times. As engineer of the Chester and Holyhead Railway, Mr. Stephen- 
son had to pass through portions of Penmaen Mawr, the splintery rock 
of which threatened to let down upon this new line the former Holyhead 
Road, which overhangs it 

He had to build enormous sea-walls, to prevent the encroachment of 
that element upon his railroad, which runs between the sea and the 
mountain. 

In other parts of the line, too, on his way to Bangor, and beyond it, 
he had to raise extensive viaducts and pass through mountains presenting 
various obstacles; but the chief difficulty of all, and one sufficiently 
appalling to the stoutest-hearted engineer, was that of making across the 
Menai Straits a bridge, flat at the bottom, and rigid enough to support 
railway trains with very small flexure. At the point chosen the length 
of the whole bridge is 1360 feet or thereabouts; but the fortunate cir- 
cumstance of a rock in the middle of the stream, called the Britannia 
Rock, causes the entire width of the water there, 900 feet or upwards, to 
be divided into two spans of 460 feet or 460 feet each. These distances 
were required to be kept open through their whole length, so that vessels 
of large size could pass everywhere under the bridge, the bottom part of 
which was to be 100 feet, at least, above high-water mark. These 
rigorous requirements rendered the use of the arch impracticable ; and the 
Catenarian chain, which had been employed with such signal success by 
Telford in the stupendous bridge in the neighbourhood, was too flexible 
in its nature to be employed in the present instance, where, instead of 
single carriages, heavy trains and steam-engines would have to pass. To 
obviate these difficulties, Mr. Stephenson, by an eflbrt of an original and 
master mind, conceived the bold idea of constructing an immense 
wrought-iron tube, formed of plates, riveted together, and sufficiently 
large to allow railway trains to pass through it It was designed to 
reach from side to side, spanning the whole stream, and resting at inter- 
vals of 460 feet asunder, upon the piers erected to support it; to hang, 
as it were, between sea and sky, whilst the heaviest railway trains shot 

D 2 


36 ON THE 9TRSNGTH OF WROUGHT-IRON TUBES. 

like arrows through it. This magnificent idea presupposed a knowledge 
of the properties of wrought iron in directions to which the researches of 
engineers had not led them ; though I hope I may presume that my own 
former researches, and those published by Mr. Fairbaim, in the prepara- 
tion of which I had a large share, have, in some degree, paved tlie way 
to the success of tlie project. In order to acquire the requisite data for 
this extraordinary undertaking, Mr. Stephenson applied first to Mr. 
Fairbaim, and subsequently, through him, to myself; but I had been 
consulted privately on the matter from the commencement, or nearly so. 
In the first instance I was requested to assist in some experiments 
making in 1845, at Mr. Fairbairn's works, Mill wall, Poplar, to obtain 
the strengths of small cylindrical and other tubes of wrought iron to 
resist a transverse strain. When these experiments were concluded, I 
gave, as requested by Mr. Stephenson, formulae for the strength of tubes 
of these forms, taking the constants in the formulas from the results of 
the experiments. 

These formulae were embodied in a repoii, which I drew up respecting 
the projected bridge, and which, with another repoil by Mr. Fairbaim, 
was printed, and presented to the Directors by Mr. Stephenson, with his 
own report upon the two, and upon the project in general. 

The tubes above mentioned were, during the experiments, placed with 
their ends upon supports, and were loaded with weights suspended from 
the middle. Some of th^m were broken by the plates being torn asunder 
at the bottom ; but many by the top plates, which are subjected to com- 
pression, becoming wrinkled. 

This tendency to undulation in compressed plates presented a difficulty 
which had not previously been felt, and of which theory could offer no 
solution. The uncertainty whether a tube would break by compression 
or by tension prevented all reliance on theory, as it was evident that the 
tube would fail by corrugation of the compressed surface unless its weak- 
ness to sustain tension was greater than to sustain compression. As the 
laws of resistance of plates to wrinkling were utterly unknown, and if 
they had been known would probably, as I then thought, have been 
too complex to be useful in the prosecution of the present inquiry, it 
appeared best to devise means of stiffening the top in such a manner as 
to offer, without wrinkling, an adequate resistance, with the least quantity 
of material. To effect this, I suggested to Mr: Fairbaim the employment 
of long cylindrical tubes, to form the top of the larger tubes subjected to 
experiment. I repeated this suggestion in the presence of engineers and 
others assisting in the experiments. To meet this idea in part, Mr. 
Fairbaim had a tube made, with a top of iron, corrugated, or wrinkled 
longitudinally; and this answered moderately well, its resistance to 
transverse undulations, the difficulty complained of, being considerably 
increased. 
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In these preliminary experiments, which were on too small a scale to 
be useful as models of the intended bridge, even if the form of any of the 
tubes had been sufficiently good, it was not necessary to introduce tubes 
to stiffen the top part and prevent its failure by wrinkling. Plates suffi- 
ciently thick could easily be procured, and it is only where plates of 
sufficient thickness cannot be obtained that the introduction of small 
tubes into the top of the larger one is indispensable, or even desirable. 

The obtaining of a proper proportion between the thickness of the plates 
at the top and bottom of the tubes is only to be determined by experi- 
ment. It may be that the thickness of either the top or bottom of the 
tube is much too great. If the thickness of the top is too small, then it 
becomes wrinkled and fails before the bottom. This indicates that the 
plates of the top require to be made thicker, and the tube may, with a 
a small addition of metal, be made to bear considerably more. 

Many instances of this kind occurred in my experiments following, as 
in a tube with equal top and bottom plates, -^ inch thick, which failed by 
wrinkling with 5*54 tons; and an increase of the thickness of the top 
plates, from ^ to f inch, for a small distance in the middle, raised the 
strength to 10*94 tons. In another tube, I inch thick throughout, the 
strength was 22*8 tons ; and a plate i inch thicker, attached to the top 
in the middle, raised it to 32*5 tons. (See Table I.) 

The formulae which I investigated for the strength of tubes of three 
forms of section, tried in those preliminary experiments, are here given, 
and the results are taken from my report previously alluded to. 

Cylindrical Tubes, or Tubes uniform throughouty but having their 

Section a Cylinder. 

The strength of a cylindrical tube, supported at the ends and loaded 
in the middle, is expressed by the formula, 

I a 

where / is the distance between the supports ; a a' the external and in-^ 
temal radii ; it the breaking weight ; y* the strain upon a unit of section, 
as a square inch, at the top and bottom of the tube, in consequence of 
the weight tr; 9r = 3*14169. 
From this formula we obtain 

/.^ w I a 


ic (a* — a'*) 

As the value of y depends upon the quality of the material, and ought to 
be nearly constant in tubes of the same nature, as in wrought iron, it 
may be useful to give the value of y* from each of the experiments in 
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Mr. Fairbairn's report. In doing this it will be necessary to explain 

that the value of w includes, besides the weight laid on at the time of 

fracture, the pressure from the weight of the tube between the supports, 

this last being equal to half that weight. 

Computing the results, and taking the dimensions in inches, we 

obtain — 

lbs. 
Experiment 1. /= 33466^ 
„ 2. /= 33426 
„ 3. /= 35462 
„ 4. /= 32415 I Mean. 

„ • 5./= 30078 ) lbs. tons. 
„ 6. /= 33869 / 29887 = 13-34. 
„ 7./= 22628 
„ 8. /= 22655 
„ 9./= 25095 y 

Fracture took place in all cases, either by the tube failing at the top, 
as before described, or tearing across at the rivet-holes. This happened 
on the average, as appears from the mean result, when the metal was 
strained to 13-^ tons per square inch, or little more than half its full 
tensile strength. 

That these tubes should yield at the bottom, under a strain of half that 
necessary to tear asunder the plates, is a consequence of the weakness of 
riveting; for, in some experiments which I made for Mr. Fairbaim 
several years ago, and read an account of at the Glasgow meeting of the 
British Association, it was shown that the strength of the plates, however 
riveted together with one row of rivets, was reduced to about one-half 
the tensile strength of the plates themselves; and if the rivets were 
somewhat increased in number, and disposed alternately in two rows, 
the strength was increased from |- to f or f at the utmost. 

EUipticcU Tubes. 
The strength of these is expressed by the formula, 

la 

where a, of are the semi-transverse external and internal diameters ; 4, A', 
the semi-conjugate external and internal diameters, the transverse axis 
being vertical, and the rest as before, w including in all cases the pres- 
sure from the weight of the tube* We have, therefore, 

/.^ u? I a 

and from the experiments on tubes, of which the section was an ellipse, 
we have. 
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lbs. 
In Experiment 20. /= 36938 

2L/= 29144 
„ 24./ =46186 


Mean. 
[37089 lbs. = 16-66 tons. 


Rectangular Tubes. 

The transverae strength of tubes, of which the section is a rectangle, 
and the thickness of the plates at the top and bottom equal, the sides 
being of any thickness at pleasure, is expressed by the following 
formula : 

2/(ftrf*-ft-rf-») 
"* 3/rf 

where rf, dP, are the external and internal depths respectirely ; b, b', the 
external and internal breadths; and the rest as before. 
Whence, 

^_ 3wld 

The value of/, obtained from experiment No. 14 of Mr. Fairbaim, is 
18496 lbs. = 8-2666 tons. 

This is much below what was deduced from experiments on rectangular 
tubes, made by myself at the time, and detailed in Table I., an abstract 
of which was inserted in my report, and will be given further on. 

The value of/ which represents the strain upon the top or bottom 
of the tube when it gives way, is the quantity per square inch which 
the material wiU bear before it becomes either crushed at the top side, or 
torn asunder at the bottom. 

But it has been mentioned that thin sheets of wrought iron take a 
corrugated form, with a much less pressure than would be required to 
tear them asunder; and therefore the value of/ as obtained from the 
preceding experiments, is generally the resistance of the material to cor- 
rugation, or wrinkling, and would have been so in every instance if the 
plates had not been rendered weaker by riveting. 

These experiments were made with two objects : — 

1st. To ascertain how far the value of/ would be affected by changing 
the thickness of the metal, the other dimensions of the tube remaining 
the same. 

2nd. To obtain the relative strengths of similar tubes, proportionately 
greater or less in all their dimensions. 
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Abstbact of the Ezpbbihents, as given in the Report, and detailed in 

Table I. 


Length 
Tube. 

Weisbt 
Tube. 

Distance 

between 
Supporti. 

Depth 

of 
Tube. 

Breadth 

Of 

Tttbeb 

Thickness 
ofPUtes 
of Tube. 

Last 

Observed 

Deflection. 

Corre- 
sponding 
Weight. 

Break- 
ing 
Wci^ii- 

Value of/ 
f6r Crush- 
ing Strain. 

Ft. In. 
81 6 
81 6 
81 6 

8 2 
8 2 
8 2 
4 2i 
4 H 

Cwt. Qts. 
44 8 
24 1 

10 1 

Lbs. Oi. 

78 13 

88 11 

ib""i2 

4 15 

Ft. In. 
80 
80 
80 

7 6 
7 6 

7 6 

8 9 
8 9 

Inches. 
24 nearly. 
24 „ 
24 „ 

6 „ 
6 „ 
6 „ 
3 „ 
8 „ 

Inches. 
16 nearly. 

16 „ 

4 „ 
4 „ 
4 ,> 
2 „ 
2 „ 

Inch. 
•525 
•272 
•124 

•182 
•065 

'•061 
•03 

Inches. 
808 
1-58 
1^20 

•66 
•82 

*'435 
•18 

Tons. 
56-3 
20-8 
5-04 
Lbs. 
9416 
2696 

2464 
560 

Tons. 

67-5 

22-75 

5-58 
Lbs. 
9976 
8156 

•••••• 

2464 
672 

Tons. 

19-17 

14-47 

7-74 

2817 
15-31 

24-56 
18-42 


These tubes were made without joints in the middle, to remove the 
anomalies caused by riveting: the value o( f will be increased by that 
circumstance in the tubes with thicker plates. 

Looking at the breaking weights of the tubes varying only in thick- 
ness we find a great falling' off in the strength of the thinner ones; and 
the values of y* show that in these — ^the thickness of the plates being 
•526, '272, and '124 inch — the resistance per square inch will be 19*17, 
14*47, and 7*74 tons, respectively. The breaking weights here employed 
do not include the pressure from the weight of the tube. 

The value of y* is usually constant in questions on the strength of 
bodies of the same nature, and represents the tensile strength of the 
material ; but it appears from these experiments, that it is variable in 
tubes, and represents their power to resist crippling. It depends upon 
the thickness of the matter in the tubes when the depth or diameter is 
the same, or upon the thickness, divided by the depth, when that varies. 
The determination of the value of ^ which can only be obtained by 
experiment, forms the chief obstacle to obtaining a formula for the 
strength of tubes of every form. 

When y is known, the rest appears to depend upon received prin- 
ciples, and the computation of the strength may be made, as in the 
" Application de la M6canique,'' of Navier, Part 1st, Ailicle IV. ; in 
the " Mechanical Principles of Engineering and Architecture," by Pro- 
fessor Moseley ; or, as in papers of my own in the " Memoirs of the 
Literary and Philosophical Society of Manchester," Vols. IV. and V., 
Second Series. 

The difficulty complained of above might be obviated by increasing 
the top of the tube in such a degree that its resistance to corrugation 
would be greater than to tension, but the quantity with which the top 
must be increased would be subject to laws to be determined by future 
experiments ; and when the exact size was known for one thickness of 
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tabe, another in proportion would be required for a different thickness 
of tube. 

The uncertainty as to the way in which a tube, bent transversely, 
would break, rendered all dependence upon theory uncertain, in the then 
actual state of our experimental knowledge. I therefore represented to 
Mr. Stephenson, 10th March, 1846, the insufficiency of the former 
experiments made in London, and the necessity of others of a much 
larger kind, and adapted to supply various wants which I pointed out ; 
and having obtained that gentleman's consent for me to make a lai^e 
number of experiments, and to investigate fully the properties of such 
tubes as that intended to cross the Menai Straits, and to throw such 
light as I should be enabled by them to do, upon the form most de- 
sirable to be used, I had an apparatus of a very superior kind con- 
structed, and made several classes of experiments in Manchester, in 
addition to those in Table I., of which an abstract had previously been 
given in the report. 

The experiments were directed principally to the following objects : — 

Ist. To ascertain how far this value of/ would be affected by 
changing the thickness of the metal, the other dimensions of the tube 
being the same. (For this, see last Abstract.) 

2nd. To obtain the strength of tubes, precisely similar to others fixed 
on, but proportionately greater or less than the former, in all theii^ 
dimensions, as length, breadth, depth, and thickness, in order to reduce 
to certainty computations as to the strength of tubes, mathematically 
similar in dimensions, but varying in actual size. (1st Supplement to 
Table I. and Table VII.) 

3rd. To seek for the strength of tubes of different forms of section in 
the middle, and to furnish means of judging of the proper proportion 
of the metal in the top, bottom, and sides of the Menai tube. (Table 
VII., and elsewhere.) 

4th. To ascertain the relative strength of uniform tubes to bear a 
weight in all parts of their length ; and whether tubes, tapering in 
thickness from the middle towards the ends, according to theory, would 
be equally strong in every part» (2nd Supplement to Table I. and 
Table II.) 

6th. To obtain the resistance of the tubes, previously tried vertically, 
to bear a side presstire, with an intention to ascertain, in some 
measure, the effect of the wind upon a tube. (Table II.) 

6th. To ascertain the strength of small tubes of different forms of 
section, as cylinders, squares, or rectangles, of wrought iron, to resist 
best a force of compression applied in the direction of their length, 
as in the case of columns ; the object being to determine the best form 
of section of small tubes to be applied longitudinally along the top of 
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the large tube, to enable it adequately to resist crushing^ with the least 
quantity of metal. (Tables V., VL, and VIII.) 

7th. To ascertain, as in the last article, the resistance of plates of 
wrought iron to a crushing force, applied in the direction of their length. 
(Tables IV. and VIII.) 

8th. To obtain some knowledge of the power of tubes to sustain 
impact, particularly with reference to riveting. (Table III.) 

9th. To determine, by bodies let fall upon tubes, the probable effect, 
if any, of trains rushing rapidly upon tubular bridges, to produce resi- 
lience, or springing up, at the ends. (Table III.) 

lOth. To determine the transverse strength of tubes stiffened in the 
top with cast iron, conjoined with wrought, to increase the resistance of 
the top to a crushing force. (Tables III. and VII.) 

The nature of the experiments, and the results obtained will be better 
understood from the abstract of them given further on. 

The principal experiments, and the deductions drawn from the whole 
that had been tried, were, in all cases, communicated as soon as ob- 
tained to Mr. Stephenson, with suggestions bearing on the bridge, and 
he adopted them or not, as he thought best. 

The experiments were made upon a plot of ground, taken for the 
purpose, very near to Mr. Fairbaim's engineering works in Manchester. 
The tubes were mostly executed by him, from my directions, under Mr. 
Stephenson's orders, and I had men from his works to assist in making 
the experiments. He had, therefore, every means of knowing the objects 
of the experiments, and the results arrived at; and of advising Mr. 
Stephenson conformably to them. 

The experiments being nearly ended, and the form of a tube fixed on, 
December, 1846, I was requested to compute its probable strength, and 
the deflection it would have, both from its own weight, and from any 
other weight laid upon it. 

This proposed form of tube had two rows of cells at the top, which 
rendered it too heavy there, and the neutral line too high. (See Compu- 
tation at the end of this Paper.) 

It was, therefore, determined to have one row only at the top ; these 
being of thicker plates than before, which had been shown by my ex- 
periments to resist crushing much better than thinner ones. The tube 
had other changes made in it, agreeing better with the requirements of 
theory and my own recommendations. 

I computed, for Mr. Stephenson, the strength of this tube too (see 
computation on tube fixed on in March, 1847), but did not attempt to 
estimate the deflections, as the depth was not uniform throughout, but 
somewhat less near to the ends than in the middle. The error from 
computing the deflection, on the assumption that the tube was uniform 
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throughout, would, however, be very small ; since in the elastic curve 
the flexure is principally in the middle, and nothing at the ends. 

Supposing, then, the depth of the tube to be uniform, and the weight 
1300 tons, the deflection would be 7*773 inches, as computed afterwards, 
when the weight became known *. 

In the Conway tube, as first proposed to be made, 17th December, 

1846, the computed deflection from its own weight, supposing that to be 

900 tons, was 6*69 inches ; and for a weight of 1300 tons, the deflection 

13 
would be -^ X 6*69 = 807 inches. For these matters, see pages 164 

to 179 of the Parliamentary Report. 


On the bent Form of Section of Tubes of Wrqaght Iron, and the 
Strength of similar Tubes to resist Transverse Strain. 

In the formation of a well-proportioned tube, such as it was intended 
that across the Menai Straits should be, the chief object is to make 
the resisting powers of the top and bottom of the tube equal and of 
sufficient strengtli, and the sides strong and stiff enough to keep, with 
the least quantity of metal, the top and bottom at their proper distances. 
The best proportions of the top and bottom can only be obtained by 
experiments tending to unfold the strange anomalies which wrought 
iron, pressed by different weights, exhibits, and which will be explained 
further on, when we shall have to give the results of the experiments on 
the resistance of plates and cells to a crushing force, applied in the 
direction of their length. 

It may, however, be mentioned here, that tubes of different thickness 
bent transversely require to have the thickness of their tops and bottoms 
in a different ratio, as is shown by the experiments. This ratio should 
be different, too, in tubes intended to be subjected to slight strains only, 
and in those proposed to be broken. 

The experiments on the transverse strength of tubes, in this research, 
are detailed in the three first Tables. They are confined to tubes 
rectangular in section, as it was not probable that the great one would 
be of any other form ; and they are of simple plates, without cells in the 
top, the forces of resistance at the top and bottom being thus placed as 
far asunder as possible, and the strength thereby increased. 

Table I., the first of the three, is devoted to tubes uniform throughout, 
and formed of plates equal in thickness in the top, bottom, and sides. 
The tubes of the same lateral dimensions differ in the thickness of their 
plates, the plates of one being twice or thrice those of another. Each 
of these tubes is formed to be similar in length, breadth, depth, and 

* The deflection, a« obtained firom the bridge itself, when completed, was 7i, or 8 in. nearly. 
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thickness of plates, to others varying widely from it in size, in some 
cases as much as eight times. And when the results from these are 
conjoined with those from an experiment, in Table II., on a tube 45 feet 
span, we obtain the comparative strength of similar tubes, varying in 
linear dimensions as 12 to 1. This comparison of results from tubes 
differing in magnitude so widely, was conceived necessary, lest, on 
account of the wrinkling of the plates, the defect of elasticity, and the 
riveting, the strength of models should not be a safe guide to that of 
the large tube. An abstract of Table I. has been given in page 40, 
and two supplements to it will be mentioned below. 

Table II. contains the results of experiments on the strength of rect- 
angular tubes, of various forms and different magnitudes, but similar in 
section ; and as the strength of similar tubes had been showU) in the 
First Supplement to Table I., to vary according to the square of their 
lineal dimensions, or, more nearly, as the 1*9 power of those dimensions, 
all these tubes had their strength computed by each of these powers, on 
a supposition that they were of the size of the Meuai tube, and 1000 
tons weight. This was done to reduce them all to the same standard — 
that of the great bridge to be erected ; and it was remarkable that the 
strength did not vary very greatly, whichever of the sections was taken. 
This arises from the sides requiring thick plates, or angle irons, to give 
them adequate stiffness, otherwise form of section would have great 
influence, as is shown by Experiments 8 and 9, Table II.; and par- 
ticularly where cast iron is used in the top of the tube. The results 
from the large tube made in London were compared in the same manner. 
(For these matters, see Table VII.) 

To meet, in the most moderate degree, the requirements of this 
research, I made, in all, 32 experiments on the transverse strength of 
tubes, the largest of which were 47 feet long, 46 feet between the 
supports, and varying in weight from 3 to 7 tons. 

On the Proportions of Tubes in different Paiis to resist equally a 

Transverse Strain, 

Suppose the form and dimensions of the section of a tube, in the 
middle, to be fixed on, what reduction should take place in the ends, 
that the strength may be equally great in all parts, without waste of 
metal? 

To determine this, a number of rectangular tubes, uniform throughout 
(Table I.), were broken by pressure, both in the middle and other parts ; 
and from a general comparison of the breaking weights, both in the 
middle and near to the ends, in tubes of the same size, but of three 
different thicknesses of plates, as ^ inch, \ inch, and ^ inch, it appeared 
probable that uniform tubes might be reduced at the ends, in the ratio 
indicated by theory. For, on comparing the strengths of these tubes in 


CONWAT AND BRITANNIA TUBULAR BRIDGES. 46 

the middle and near to the ends, it appeared, from a mean of seven 
experiments upon tubes of the same size, and of plates 3^, J, and -^ inch 
thick each, that the theoretic were to the experimental results as 142 to 
146. (Second Supplement to Table I.) 

The tubes subsequently made, and the results given in Table II., were 
therefore reduced in thickness at the ends, top, bottom, and sides, in the 
ratio of the rectangle of the segments at each part, and the tubes, 30 feet 
long, were afterwards broken, both near to the ends and in the middle. 
These tubes were as before of different thicknesses in the middle, and 
tapering towards the ends; and it was found that the thicker tubes 
obeyed the theoretic law, but the thinner ones became wrinkled at the 
sides, near to the ends. To obviate this, the sides were, in the repairs 
after the first experiment, stiffened in these parts by angle irons attached 
vertically along them, these angle irons having answered well in the large 
tube made in London. (For other particulars on the tubes, see Tables 
II., III., and VII., the last in particular.) The tubes in Table II. were 
ordered and undertaken in March, 1846, but none of them were executed 
before from July to September following. 

Among the difficulties to be surmounted, in devising and constructing 
the tubular bridge across the Menai Straits, we have — 

1st. The tendency of plates to become crippled or wrinkled on the 
compressed side. 

To prevent this, I suggested, as mentioned before, the introduction of 
circular cells into the top of the wrought-iron tubes. This idea I urged 
strongly on Mr. Fairbaim, and mentioned it in the presence of Mr. 
Stephenson's assistants, during the first experiments in London, and he 
made a drawing of it in his note-book. After this, he had an experiment 
made on a tube with a corrugated top. Mr. Stephenson informs me 
that he thought of stiffening the tops of tubes by cells at the same time ; 
a matter so obvious, that it is no wonder that two, or even three persons, 
should think of it at once. 

2nd. Suppose, then, it were determined to stiffen the top of the tube 
with pipes, I propose to seek, experimentally, for an answer to the follow- 
ing questions : What would be the best form of section of these pipes — 
the square, the rectangular, or the circular ? Or would it be desirable to 
use thick plates, or plates riveted together, so as to obtain the requisite 
thickness ? 

To determine the relative strengths of plates, and of the several kinds 
of pipes — say, those whose section was circular, square, or rectangular — 
to a crushing force, I made a great number of experiments, enough for 
the proposed purpose, so far as to show which form of section would best 
resist compression, applied in the top of the tube ; though too few to 
develope properly, in some respects, the laws. 

Some of the properties of these may be here mentioned. 
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Ist. — Oh the Resistance of Plates. 

In order to determine the resisting powers of plates, or bars of different 
lengthy breadth, and thickness, to a force of compression, applied in the 
direction of their length, 40 experiments were made, on plates var}dng in 
length from 10 feet to 3| inches, and in area of section from 6 inches to 1 
inch nearly, with considerable variety in form of section. 

From these experiments it appeared that the resistance of plates of the 
same length and breadth, but varying in thickness, was nearly as the 
cube of the thickness, or more nearly as the 2*878 power of it. Thus, a 
plate of double the thickness of another would resist flexure, or buckling, 
with seven or eight times the force, applied in the direction of its length ; 
this will be seen as follows: — 

The resisting powers of plates to a force of compression will vary as 
the breadth multiplied by some power of the thickness, when the length 
is the same. 

Let bf h,j be the respective breadths ; dy d^ the thickness ; m, m„ the 
weights of greatest resistance of two plates of the same length ; and n 
the power, which may be considered as constant, when the material is 
not over compressed. 

bd" : b,d; ::m : m^ 

b d * _w 

Vrf,/ m^ b 

m b, 


We have then. 
Whence, 

Or, 


Log. 


m.b 




Log. 


Comparing the results in Table IV., we have as below : — 


Length of Plates. 

Dimenilons of aectlon. 

Wei^tof 

greatest 

reditanoe. 

Weight per square inch 

of section 
in greatest resistance. 

Value of ». 

Ft. In. 
10 

10 

7 6 

7 6 

5 

In. In. 
3-00 X 1-51 
301 X -766 

800 X 1-51 
2-99 X -995 

8-00 X 1-58 
2-988 X -5023 

8005 X -9955 
2*988 X -5023 

8-01 X -995 
2-98 X -507 

Ibe. 
46050 
7798 

46050 
12735 

91746 
8614 

29619 
8614 

54114 
8469 

Tons. 
4-638 1 
1-508 / 

4-538 \ 
1-911 J 

8-923 1 
1-076 / 

4-425 1 
1-076 J 

8-066 1 
2-502 / 

2-622 
8-078 
2-898 
8064 
2-785 

Mean . . . 

2-878 
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Hence, the difficulty presented by the buckling of the plates in the top 
of the tubes might be overcome, by properly adjusting their thickness. 

This conclusion, it will be seen, was arrived at through the comparison 
of plates bearing not more than from 1*076 ton to 8*923 tons per square 
inch of section. If the load per square inch had been much greater, the 
results would have been anomalous and very different, as in the case of 
rectangular tubes compressed in the direction of their length, further on. 


Resistance of Square Columns of Wrought Iron. 

It appeared, likewise, from the experiments on plates, that the strength 
of square pillars of wrought iron, long enough to become bent without 
the material being much crushed, is nearly as the 3*59 power of the 
lateral dimensions, or as d^^, where d is the side of the square, the 
length being constant. The law of the resistance of wrought iron is, 
therefore, not widely different from that arrived at in my experiments on 
cast-iron pillars (Phil. Trans., 1840), the mean from pillars of this material 
being 3*6 nearly. 

To prove this, or, in other words, to obtain the strength of a square 
column, as dependent on its lateral dimensions, the strength of the plates 
in Table IV. was reduced in the ratio of the breadth to the thickness for 
the strength of the column, if square ; and the comparative results were 
afterwards obtained, as follow : — 


Length of Ban 
compared. 

Lateral dlmcnslonfl 

(or fide of square) 

of bar. 

strength or Weight of 
ultimate reiistance. 

lateral dimensians, on 
which the itrength dependa. 

Ft. In. 
10 

10 

7 6 

7 6 

6 

2 6 

2 6 

Inchca. 
•766 
1-61 

100 
1-6 

1-02 
1-68 

•6 
1-00 

•6 

100 

'602 
I'OO 

-602 
•76 

11m. 
19481 

28026 . ' 

42461 
28026 . ' 

10286 1 
46878 / 

6881 
9878/ 

14111 
18088 / 

42161 
27212/ 

42161 
16946/ 

8-66 

4-17 
8-69 
4-08 
8-67 
2-69 
8-28 

Mean . . . 

8-691 


V. 
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Resistance of PipeSy or Hollow Cylinders. 

To ascertain the resistance of cylindrical tubes to a force of compres- 
sion^ 37 experiooients were made^ as these were, comparatiTely, of an 
inexpensive character, and would throw a good deal of light upon the 
theory, and upon the resistance of other forms of tube which could not 
be investigated fSeir without great expense. 

From the results just obtained with respect to the resisting powerar of 
square pillars of wrought iron, of a constant length, that dimension being 
great compared with the side, we may infer that round ones would follow 
the same law; the strength, as before, varying as D'''*, D being the 
diameter. 

This inference is agreeable to what I found to obtain in cast-iron pillars 
in the experimental paper, on the strength of pillars previously alluded to. 

With respect to the strength of hollow cylindrical columns, Poisson 
has shown (M^canique, tome 1, page 620) that, according to the theory 

of Euler, the strength would vary as — - — ; and from my own ex- 

ments on cast-iron pillars (Phil. Trans., 1840, page 414, and elsewhere), 
it varied as -^ nearly, where D was the external diameter, d 

the internal, and / the length. Hence we may infer that the strength of 
a wrought-iron pillar, whose length was such that it would yield by 
bending before it had sustained a pressure to injure much the material, 
would be as 


where n = 2, in very long pillars ; but in shorter ones the value of n 
will be reduced to any degree, or so that n = o, or that T = a constant, 
in very short columns ; showing the weakness of wrought iron to sustain 
compression and its unsuitableness for pillars. 

The law indicated by 

could only apply where the straining force in the direction of the tube 
was not more than 8 tons or 9 tons per square inch, as in the case of 
plates mentioned before. 

If the force of compression be greater than this, the law indicated 
above would not apply, as a considerable change takes place in the 
nature of the material, and beyond about 12 or 13 tons per square inch 
of section the metal, in most cases, cannot be usefuUy employed, as it 
will sink to any degree, though in hollow cylinders it will sometimes bear 
15 or 16 tons per square inch. These preliminary remarks will receive 
illustration and much further extension from the experiments in Tables 
VI. and VIII. 
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ReMtance of Tubes, Rectangular in Section, to a force of Compresrion 

in the Direction of their Length. 

To determine the strength of tubes whose section was a square or 
rectangle. For this purpose 14 tubes, each 10 feet long, and of different 
form, size, and thickness of plates, were made (see Table Y.), and their 
resisting powers obtained ; the whole number of experiments on these 
tubes being 29. From these it appeared that square rectangular tubes, 
4 to 8 inches in the side of the section and 10 feet long, bore as 
follows : — 


RtcUngultt 8 X 4. 

8-inch tabet. 

4-inch tubes. 

ThJekneMof 
platet. 

Strength per 

■quwe inch of 

section. 

Thickness of 
plates. 

Strength per 

squATeincfaof 

section. 

Thickness of 
plates. 

Strength per 

square inctk of 

section. 

Inch. 
•061 

•264 

Tone. 
6-79 

12015 

Indi. 
•06 

•139 

•219 

Tons. 
5-9 

9-1 

11-48 

Inch. 
•08 

•06 

•088 

•184 

•184 

Tons. 
4-9 

8*6 

11-24 

9^64 

10-86 
in7ft.6in.tubei 


These results are very singular ; they show that, in the crushing of 
rectangular tubes, the strength, instead of being nearly as the third power 
of the thickness, as was found to be the case in incipient strains (page 
46), is so much reduced that, to produce double the strength, four 
times the thickness of the metal is required. 

Inch. Inch. Tons. Tons. Tons. 

Thni, platei of -OS and -184 in thickneM, giTestrengtha of 4-9 and 9*64 or 1086. 
And „ -061 and -264 „ „ 6-79 and 12015. 

It also appears that, when the thickness of the plates of the tubes is 
the same, the strength of the smaller ones is greater than that of the 
larger, as may be seen from the strengths of tubes of equal thickness 
placed opposite to each other. It likewise appears from Table V. that, 
in square cells, compressed to a high degree, the length has little in- 
fluence ; for tubes 10 feet, 6 feet, and 2 feet 6 inches long, all bear nearly 
the same pressure* 

Further Remarks on the Experiments to ascertain the Power exerted 
by Plates and Tubes to sustain Longitudinal Compression* 

When the pressure applied is not greater than about 9 tons per square 
inch, the material appears to resist according to the laws stated in the 

B 
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remarks previously made^ a plate of the same length and breaddi as 
another of twice the thickness having seven or eight times the strength; 
but when the pressure is greater than that, the metal, becoming crushed, 
causes a deviation from those laws, and the more so as the pressure 
increases ; and that to such a degree that, in rectangular tubes highly 
compressed, a plate of twice or three times the thickness will be required 
to be employed in order to obtain double the resisting power. 

By comparing the resistance of rectangular tubes of different sizes and 
the same thickness of metal, we find that the tubes of smaller lateral 
dimensions resist compression better than the larger ones ; and the four- 
inch squares better than the rectangles 4x8; and that none but the 
thickest plates used would resist with twelve tons per square inch. The 
hoUow cylinders gave better results, and we find some of them requiring 
15 and 16 tons per square inch to crush them longitudinally. The par- 
ticulars of these various experiments are in Tables IV,, V., VI., and VIII., 
which last is an abstract of the others. 

As the laws governing the resisting powers of tubes and plates, sub- 
jected to compressions approaching those necessary to crush the ma- 
terial, could not be inferred with certainty from the experiments, a 
datum of considerable practical importance was in all cases obtained — 
the tdtimaie resistance per square inch of section in the body, and often 
that with which wrinkling, corrugation, or flexure appeared to com- 
mence. 

Comparative Strength of Wrought and Cast Iron to hear Pressure in 

the Direction of the Length. 

From numerous experiments to determine the pressure which wrought 
iron would bear as a column, I found that, beyond about 12 tons per 
square inch, it was of little or no use in practice ; and, as my former 
experiments had shown that cast iron would bear much greater pressure 
than wrought, it became desirable to compare the relative compressions 
of those two metals with equal forces, as it seemed highly probable that 
cast iron combined with wrought would be a valuable substitute for 
wrought iron alone in the top of the tube ; a change which, if practicable, 
would be very desirable, considering the anomalies to which wrought 
iron, when too much compressed, is liable. 

For this purpose bars of wrought iron and of cast iron were 
formed, 10 feet long and 1 inch square; and these, by an apparatus 
invented for that purpose, were preserved in a vertical position, quite 
straight, whilst they were compressed by successive weights. The 
decrements of the lengths of the bars from the weights were then ob- 
tained in thousandths of an inch, and the sets, or decrements after the 
weights were removed, were likewise obtained. 

From these experiments it appeared that cast iron was decreased in 
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length about double what wrought iron was by the same weight ; but 
the wrought-iron bars sunk to any degree with little more than 12 tons 
per square inch, whilst cast iron required twice, or perhaps three times, 
the weight to produce the same effect 

Weights producing nearly equal decrements of lengths, in bars of cast 
and wrought iron 10 feet long and 1 inch square, nearly, are as follow, 
the decrements being put opposite to each other : — 


CMt4ron bar. 

Aiea of seeUon, 

1-031 X 1-0S9. 


Wdgfat 

]aidoDtlM 

bar. 


IlM. 

5064 
- 7816 


- 9578 


11818 


14058 


20778 


21898 
23018 
27498 
31978 
38458 
409S8 
45418 
49898 


54378 
63338 


of 
thatwdgbt. 


leDcthbT 
tebt 


IndL 


•054 
•078 


Wrought-iron bar. 

Area of Kctlon» 

1-086 X1-U2S. 


of 

length of th* 
bar. 


•102 


•126 


•151 


.•178 


•210 
•247 
•300 
•367 
•423 
•503 
•666 
•694 
•749 
•865 
Uncertun. 


mdi. 
•028 

•052 

•073 

*085 

•096 

•107 

•119 

•180 

•142 

•154 

■•« 

•174 

... 

•214 


Wdght 

produdng 

'that decieaae. 


lU. 
5098 

9578 

14068 

16298 

18538 

20778 

23018 

25258 

27498 

29738 

•.■ 
81978 

... 
34218 


Cast-iron bar. 

Area of section, 

liS8 X 1-047' 


Weight 

laid on the 

bar. 


Iba. 

... 

5098 

•.• 
. 9678 
11818 


Decrease of 

length by 

that weight 


Inch. 

... 

•043 

... 
•082 
•102 


14058 


18588 


20778 
23018 
27498 
31978 
36458 
40988 
45418 
49898 
51378 


•123 


•166 


•189 


•212 


•264 
•302 
•366 
•414 
•481 
'558 
•667 


Ditcontmoed the ex- 
periment after this 
weight. 


Wrought-iron bar. 

Area of section, 

1*016 X 1-08. 


Decrease of 

lei^^of the 

bar. 


Inch. 
•027 

•047 

•067 

•089 

•100 

•113 

... 
•128 
•148 

... 
•163 


•190 

to 

•261 

•269 

to 
•282 

to 
•328 


Weight 

producing 

that decrease. 


Ibi. 
5098 

9578 

14058 

18588 

20778 
23018 

.. . 
26268 
27498 

... 
29738 

••• 
81978 
in j^ hour. 
31978 

19 

in ^ hour. 


repeated. 


From '190 to *828 in 
1^ hour. 


E 2 
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To this question of the introduction of cast iron Mr. Stephenson gave 
great attention^ as indeed he did to every other, with respect to its bearing 
upon the bridge. The danger of wrought and cast iron not acting weU 
together in the top of the tube, — especially as, under the smaller com- 
pressions, the wrought iron would be doing double the duty of the cast 
iron, and there was an uncertainty as to the effect of their different 
expansions, — these, doubtless, together with the late season at which the 
change was proposed to Mr. Stephenson, prevented his adopting the cast 
iron as an auxiliary. He considered it safer to render the thickness 
of the cells as great, and their size as little as practicable, in order, as 
much as possible, to prevent buckling. 

The set, or permanent decrement of length, after the weight was 
removed, was found, from many experiments, to be nearly as the square 
of the compression; and it was well expressed by the following 
formula : — 

J = -5 rf* + -0028. 

The results of these experiments having needed a little correction, on 
account of an inaccuracy in the scale, the formula becomes 

J = -543 rf* + '0013, where d is in parts of an inch. 

The bars were of Low Moor iron, 10 feet long, and cast to be one 
inch square. 

In the experiments on tubes strengthened by cast iron to resist a 
transverse strain, no practical difficulty was found as to riveting the two 
metals together; the cast iron never breaking by the blows, and the 
wrought iron and it accommodating themselves to each other. Where 
the cast iron was opposed to double the quantity of wrought iron, the 
wrought iron failed first, and the increase of strength was great. (See 
Tables III. and VII.) 

Transverse Strength of Tubes laid an their Sidesy compared with their 

Strength when Erect, 

In tubes, of which the breadth was two-thirds of the depth, the 
strength on the side, from a mean of two experiments, was found to be 
liH of the vertical strength. 

These experiments were made to obtain some idea of the power of a 
tube to resist the action of the wind upon its side. 

Effect of Impact upon Tubes. 

To ascertain the effect of impact and vibration upon the riveting of 
tubes, I subjected the large tube, 47 feet long, and about Q\ tons 
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weight—- after it had been done with for other purposes — ^to a series of 
small impacts from a heavy body suspended as a pendulum, and striking 
it horizontally. The tube was sustained in a horizontal position by 
vertical supports, 46 feet asunder ; and it was struck in the middle by a 
mass of iron weighing 2 tons 16 cwt., suspended by a radius of 22 feet. 
At the place of impact the tube was protected from much injury by a 
cast-iron frame placed inside of it, and on the outside by a piece of 
wood 2^ inches thick, to receive the blows. The results of this experi- 
ment showed that long-continued impact, producing a deflection of less . / 
than one-fifth of what would be required to injure the tube by pressure, / J 
was completely destructive to the riveting. The great weight of the 
Menai and Conway bridges, by destroying all sensible vibration, will 
obviate the danger here pointed out. 

The same thing may be said of the resilience, or springing up, of the 
ends of the tube, which, like the former, was made the subject of an 
experiment. The details of both of these experiments are given at the 
end of Table III. 

Many matters, little noticed in this introductory sketch, will be found 
in the remarks accompanying the tabulated results of the experiments 
on the transverse strength of tubes, of which an abstract, together with 
a general comparison of results, is given in Table VII. 

The following abstract of a communication which I made to the 
British Association, at its meeting at Southampton, in 1846, will throw 
some light on the matter as it stood at that time. It is extracted from 
the " Railway Chronicle," October 3, 1846 :— 

Having last year, about August, been requested to take a part in the 
experiments then in progress with respect to the proposed tubular 
bridge over the Menai, on the subject of which I had been previously 
consulted, I went to London for the purpose ; and finding that a number 
of experiments had been made upon cylindrical and elliptical tubes, and 
a few upon rectangular ones, I expressed a conviction that the tubes 
then tried, and others proposed, would not be the best for the intended 
purpose, though they would afford valuable introductory knowledge. I 
urged that the tube, to bear the greatest weight, must be formed as a 
large beam or girder, having its top and bottom equally capable of re- 
sistance, and with sides strong and stiff enough to keep them at their . 
proper distance ; and as it was found that the tube usually gave way at } 
the top, by buckling, and hence would require additional metal, and i 
might perhaps be very heavy, I suggested that the top should be formed 
of cylindrical tubes, as I felt that these tubes, or something analogous 
to them, would best resist the strain to which the top would be exposed. 
I was led to these conclusions from the results of my previous ex- 
perimental inquiries on the strength of beams and pillars. Mr. Fairbairn 
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made a sketch of such a tube in his experiment book, and in a subse- 
quent experiment he had a tube made with a corrugated top, employing 
the principle in another form ; and the results from this tube were very 
satisfactory. At the conclusion of these experiments, which were con- 
ducted by my friend Mr. Fairbaim, I felt deeply the want of additional 
information, particularly such as would bring the matter within reach 
of the mathematician ; as, without that, the utmost danger would accrue 
in so lai^e and novel an application of the material, and in which a 
tendency of the compressed part to give way by wrinkling, threw a 
doubt as to the bearing powers. 

To meet some of the difficulties, I made several experiments, the 
results of which are given in my report alluded to by Mr. Fairbaim, and 
in a letter to Mr. Stephenson pointing out others. To this letter Mr. 
Stephenson was pleased to return an answer, March 14, requesting me 
to make another course of experiments, and investigate the subject fully, 
and to my own satisfaction, particularly with regard to its scientific 
bearings ; at the same time requesting Mr. Fairbaim to prepare every- 
thing for the purpose according to my wishes. To cariy Mr. Stephen- 
son's wish into effect, a large and expensive apparatus was necessary ; 
and this was constructed, and a plot of land was engaged to erect the 
apparatus, and conduct the experiments upon. One part of this 
apparatus was to break large tubes transversely, and the other was to 
ascertain the resistance of bodies to a crushing force, in order to deter* 
mine the best form of the tube proposed to be constructed for the 
bridge. 

Six tubes were ordered ; three of them each 47 feet long, 3 feet deep, 
and 2 feet wide, the thickness of the metal tapering from the middle 
towards the end, in the ratio indicated by theory, for the strength to be 
equal in every part. The other three tubes were of two-thirds the 
lineal dimensions of the former in every respect. I had ascertained, 
from several experiments upon tubes broken by weights laid successively 
on the middle and near to the ends, that the above reduction in strength 
towards the ends might safely be made. 

Besides the above, Mr. Fairbaim undertook to obtain tubes of 
various forms for crushing, as mentioned above; but the great length of 
time taken in preparing these things, some of which are not ready at 
present, has lessened considerably the importance of my efforts, though 
I am persuaded they have had a very beneficial influence on the inquiiy. 
I will give some of the leading results, and^ first, those from the fracture 
of two similar tubes, as in the following table : — 
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Ungtkof 
tube. 

Weishtof 
tube. 

Dtetance 

between 

•upporta. 

Depth of 
tube. 

Bxcadthof 
tube. 

Thickaen of metal> 

inl6ihaofan 

inch. 

Breaking 
wSStT 
in tons. 

Ft In. 
81 6 

47 

Cwt qn. 
20 8 

61 

Ft 
80 

45 

Ft 

2 

8 

Ft In. 

1 4 

2 

Top* Bot Side. 
6 4 2 

9 6 8 

261 
65-5 


Tha ultimafis deflection of the fonner tube was about 2f inches, and 
that of the latter about 3^ inches* 

To ascertain the power of such a tube to bear a side strain, as from 
the action of the wind, the smaller tube above, after being well repaired, 
was laid on its side and broken, from a mean of two experiments, with 
15'2 tons. Hence, its lateral strength was ^ of its vertical nearly; 
and in a narrower tube it would be considerably less. 

A number of experiments were made to determine the resistance of 
plates of wrought iron to a force of compression, and from these con- 
siderable information has been obtained with respect to the laws of their 
resistance to flexure or buckling. 

The following table contains the weights, external dimensions, and 
weights of greatest resistance, of some of the tubes, 10 feet long, which 
were subjected to a force of compression : — 


CTLIND&ICAL TUBE. 

Weight of tube* 

External diameter 
of tube. 

Weight of 
greatest reiiatanoe. 

lbs. oe. 
47 10 
45 15 
59 
64 4 

Inches. 
2-84 
2-99 
405 
406 

lbs. 
81,828 
87,856 
47,212 
49,900 

BEOT ANGULAR (TUBE. 

48 14ii 
65 8 
82 
91 1 

4-1 X 4-1 
815 X 41 
8-1 X 4-1 
8-0 X 8-0 

19,646 
28,289 
48,678 
27,545 


The rectangular tubes above are all of plates ^th of an inch thick. 
They were all simple rectangles or squares, except the last but one, 
which had a division in it, making it into two squares. 

The proposed tubular bridge has undergone alterations in consequence 
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of my experiments and recommendations*. Ist. In the thickness of 
the side, to enable it better to resist the action of the wind. 2nd. In the 
top being made straight instead of curved, to allow the escape of the 
steam. 3rd. In reducing the rectangular cells at the top. 

In this last instance, however, since rectangular tubes are weaker 
than square ones to resist compression, and these much weaker than 
cylindrical ones, I hope the latter will be substituted for the former, as 
it would, according to the preceding experiments, effect a saving of one- 
fourth of the metal in the top, leaving the strength the same. ' This 
matter is of the more consequence as the weight of the tubular bridge 
will bear so large a proportion to the breaking weight. 

* The fbnn of the bridge underwent great cbungei, in the top particnlarly, long after this time, 
aa will be seen from the Paper, paget \6i to the end. 


DESCRIPTION OF ILLUSTRATIONS. 


Nos. I. AND II. Bribge undeb Ratlwat, on thb South-Eastebn Branch 

Ltnb to Ashfobd, Bte, and Hastinos. 

This is reduced from the drawings furnished by P. W. Barlow, Esq., to the 
Commissioners to inquire into the application of Iron. It is engraved in their 
Report under the No. 7, of Appendix 1. 

The objection to this kind of bridge lies in the &ct that its powers of resist- 
ance depend entirely upon the bolts at the flanges. Such constructions require 
to be yery carefully watched ; for in so damp a climate as ours, wrought iron is 
necessarily exposed to the deleterious effects of rust. Moreover, if the theory 
be correct, that the crystalline nature of wrought iron is likely to be affected by 
repeated percussion, there must be especial danger in bridges of this description. 

The design of this bridge is certainly very elegant ; the form of a straight 
beam is made to convey as much of what we may call architectural ex- 
pression as possible. 

No. III. Cheltenham and Great Western Union Railway. 

Saint Mart's Viaduct. 

This drawing is also reduced from the Report to which it had been con- 
tributed by the author, I. E. Brunei, Esq. 

Mr. Brunei stated that he objected to the use of cast-iron girder bridges 
when they attained a considerable span ; and that in his own practice he 
preferred compound structures into which wrought iron and wood entered, as 
the principal materials. He illustrated this practice by the drawing before us, 
which really presents a very beautiful adaptation of the ordinary principles of 
framing to road purposes. In positions where cast iron is dear, or the means of 
transport deficient for the conveyance of large heavy beams, nothing can be 
superior to the design of this viaduct. It is a very valuable study for an 
engineer, practising in a new country especially ; although the scantlings of the 
timber are not such as are usually found in such circumstances. 

The drawing is sufficiently detailed to dispense with further description. 

No. lY. The Chalk Farm Bridge. 
Certainly this is not either a very elegant, or a very logical specimen of the 
box girder construction. It is added principally to illustrate the modifications 
which the use of plate iron is susceptible of. The only advantage (and after all 
it is a great one), gained by the substitution of this particular description of 
wrought-iron bridge, for a common cast-iron girder one, is to be found in the 
facility it affords of keeping down the level of the roadway. The cast-iron top 
is also less liable to rust than a wrought-iron tube would have been. 

No. y. Mr. Fairbairn*s Bridge to carrt Railroad over the Turnpike 

Road near Blackburn. 

Mr. Fairbaim refers with veiy justifiable satis&ction to this bridge in his 
evidence before the Commission. As an essay towards the introduction of a 
new system of bridge building, it certainly was a very remarkable work ; and 
Mr. Vignolle^s readiness to employ it is highly creditable to his sagacity. 
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Ab will be seen in the drawing, the strength of the middle beam is increased, 
to offer greater resistance in the case of the passage of trains on both lines. 
Mr. Fairbaim recommends that in ordinary oases onlj two external girders, 
however, be used, and that the strength of the transverse timbers or platform 
be augmented. This must be a matter of economical consideration after all, for 
it might arise that the extra expense of the floor of the bridge, with only two 
girders, would be greater than that occasioned by the introduction of a third. 
The simplicity of structure Mr. Fairbaim considers as the main recommenda- 
tion of the bridge with two girders, is not a matter of much importance, if any 
serious objection on the score of expense interfere with its attainment. 

We have not joined any details of this bridge, because subsequent experience 
has led to modifications in the execution of these works. Enough is shown to 
enable the general arrangement to be understood, and to show the effect of the 
bridge. 

Mr. Fairbaim mentions that it has been exposed to the weight of a locomo- 
tive passing at the rate of ten miles an hour, and falling through a height of 
1^ inch and that the girders resumed their original form immediately the load 
was removed. 

No. YI. Balltsimon Bbidge, Watebfobd akd Lihebioe Railway. 

Rich. B. Osbobne, C.E. 
This bridge is an application of cast and wrought iron in framing, upon the 
principle first introduced by the American engineers, upon the Boston and 
Albany Railway. Mr. Osborne recommends the adoption of this principle very 
warmly, on the score of its economy. He states that the Ballysimon Bridge, 
exclusive of cross beams and roadway, only cost £1289. The span, in clear, is 
86 feet, and the bridge crosses the railway at an angle of 45°. 

The Commissioners appear to have arrived at very unfavourable opinions 
relative to the merit of all modifications of lattice bridges ; but they give no 
experiments to confirm their decision, nor was any practical evidence given to 
justify it. The most valid ol^ection to them which appears to have been yet 
discovered, is their liability to lateral displacement from the warping of the 
timbers, and the effect of the wind upon the wooden bridges of this construction 
when the span is considerable. The substitution of cast and wrought iron in 
the manner Mr. Osborne recommends removes the first objection; and also 
the second to a great extent. It is to be hoped that the economical principle of 
these bridges will not be abandoned, without at least some more satisfactory 
examination. 

The appearance of this bridge would have been improved if the top rail had 
been made to look larger; and also if the ornamental brackets at the sides had 
been brought down to the bottom line of the girders, instead of only reaching 
the roadway. 

The area of the top chord is I8f inches. 

coping plate 26| 
bottom chord 88} 
bolster plate 11 
brace in centre 12^ 




„ at foot 16 ,, 
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This bridge Bunk -^tbs of an inch when tested \nth a weight of 80 tons by 
the Inspector of RailwajB. 

No. VII. Hollow Gibdeb Bbidob oyer Ardwick Branch Ra.ilway. 

The drawings connected with this bridge were appended to the written evi- 
dence given by J. Hawkshaw, Esq., before the Commissioners. 

The span of the^ bridge was, in the clear, 100 feet ; the length of the girders, 
over all, 108 feeti leaving thus bearings 4 feet long on each side. 

The bottom is formed of a double layer of -^gibB of an inch plates, with cover- 
joints S feet 8 inches long each. The sides are of half-inch plates over the 
bearings only, and of -/^ths of an inch plates throughout the rest of the bridge ; 
the plates butt against one another, and the joints are covered by a strip 
4^ inches wide, stiffened internally by angle-iron. The tubes at top, and the 
bottom plates, are attached to the sides by means of angle-iron, 3 inches by 3, 
on the sides. 

The tubes at the top of the girders are made with bottom-plates -^^ths of an 
inch thick in the centre ; but the vertical plates diminish in thickness as they 
approach the bearings. The elevation shows in what manner. The angle-iron is 
3 inches by 3 on the sides. The top plates of the tubes are y^ths of an inch thick. 

The rivets of the upper tubes, and of the bottom-plates, are 4 inches from 
centre to centre. Those of the side-plates, and the angle-irons connecting the 
top and bottom therewith, are 3 inches from centre to centre. 

The bridge, as will be seen from the section, consists of a roadway and a 
double line of rails. The platform is composed of a series of box-girders, 12 
inches deep over all, by 5 inches wide, measuring over the side-plates, which 
are -^ths of an inch thick. The top plates are i^^ths of an inch thick ; the bottom 
plates Y^ths ; and both are 10 inches wide. Angle irons, 2^ inches on the sides, 
attach them to the vertical plates, with rivets 3 inches apart from centre to 
centre. These beams are placed 6 feet apart, and are covered with a layer of 
4-inch planking, the baulks under the rails being 10 inches square. 

No. VIII. Bridge over Lagunes or Venice. 

This remarkable construction, by means of which "la vedova dell* Adriatico" 
is connected with the main land, was commenced in the year 1641, under the 
orders of an Italian engineer named Milani. It begins immediately under the 
guns of the Fort Malghera, and terminates in Venice at the Sacca di Santa 
Lucia. The total length is 3938 yards; the width in the ordinary portions 
20 feet 7 inches. In the centre is a large open space, upon which a battery of 
canon could be mounted, 278 feet 10 inches long by 133 feet 4 inches wide, 
flanked on each side by smaller open spaces 00 feet 3 inches long by 56 feet 
9 inches wide. The two portions thus formed are subdivided by six secondary 
spaces or platforms, 342 feet long by 55 feet 9 inches wide. These are again 
subdivided into bays, 7 in number, containing 5 arches each, At the end of 
each bay a wider pier, 47 feet 4 inches long by 33 feet 4 inches wide, is intro* 
duced to act as an intermediate abutment. There are thus in all 210 arches. 

As shown on the drawing, the chord of the arches is 33 feet 4 inches ; the 
versed sine is 6 feet; the thickness at the key is 2 feet 2 inches; at the 
springing it is 3 feet 2 inches. 
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The piers and the imposts are executed in ashlar, of a calcareous stone 
derived from Istiia. The spandrils are of brick; the string course and the 
parapets of the Istrian stone. The arches are coated with a mixture of lime 
and puozzolano. A provision is made to receive the pipes through which it is 
proposed hereafter to convey to Venice the water of the river Sile, for the supply 
of the domestic wants of the inhabitants. 

This bridge was opened to the public early in the year 1846. The total cost 
was about Jgl80,000 sterling. 

The piers were founded upon piles, and by means of cofferdams. The length 
of the piles varied ; but on the average they were about 21 feet 

No. IX. Viaduct of Beauoenct, on the Orleans and Toubs Railway, 

France. 

This railway does not contain many important works ; but it is remarkable for 
the perfection with which all its details have been carried out. The viaduct 
represented in this engraving is the largest work it comprehends, and it is cer- 
tainly one of those entitled to praise on the score of the execution. 

The length from face to face of abutments is 829 feet, divided into 5 bays, by 
means of 4 intermediate piers ; each bay contains 5 arches. There are thus 25 
arches in all, of 27 feet 7 inches span, semicircular. The greatest height of the 
rails above the concrete was 61 feet 8 inches. 

The dimensions of this viaduct are not very logical : for instance, the arch is 
deeper at the crown than it need have been ; the piers do not increase sufficiently 
in the middle of their height ; whilst the lower courses are larger than they need 
have been. But this, and also the Venetian viaduct, may be cited as examples 
of the very rational mode of constructing such works in bays, with stouter4nter- 
mediate piers, to guard against the possibility of the fall of any one arch compro- 
mising the solidity of the whole structure. ; 

The proportion between the surface of the ordinary piers, at the springing, to 
the distance from centre to centre of the piers, is as 1*23 to 1. 

The arches are executed in ashlar ; the outside of the bases and the quoins 
are of that material, as are also the imposts, the string, and the parapet. The 
other portions of theuwork are executed in coursed rubble, or, to use the French 
term, " moellon smilM." 

No. X. Bridge over the Canal St. Denis. 

This bridge, upon the Northern Railway, from Paris to the Belgian frontier, 
is erected at a very short distance from the fortifications of the town. 

It is erected upon the principle introduced by M. Polonceau in the Bridge of 
the Carrousel, to obviate the practical difficulty of obtaining sound castings of 
great length. It is ingenious, and the mode of filling in the spandrils is cer- 
tainly elegant ; but it is questionable whether the bcpaking of the joints in the 
arch beams does not prevent their acting freely as voussoirs, especially as the 
longitudinal joints are so keyed that the two portions of the arch are rendered, 
as it were, one beam. 

The abutments are executed in ashlar, backed in with coursed rubble masonry. 
The radiating courses behind the arches are entirely of ashlar. 
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Computations to determine the Sitaation of the Neutral line, together 
with the Strength and the Deflexion of the Tabular Bridge proposed 
to be erected for the Chester and Holyhead Railway across the 
River at Conway. The data arc taken from drawings supplied 
December 17, 1846. 

Problem 1. 

To find the position of the neutral line in the proposed bridge across 
the river at Conway, 

We shall assume the material of which the bridge is made to be 
perfectly elastic, and, when that is the case, the neutral line may be 
shown to be in the centre of gravity of the section, the areas of the 
sections of tension and compression being inversely as the distances 
of the centres of gravity of those sections from the natural line; or, 
in other words, area of section of tension x ^ = area of section of 
compression x c, where e is the distance of the centre of gravity of the 
extended part, and c that of the compressed part. 

In the proposed tube, the cellular top is composed of three horizontal 
plates, and ten vertical ones, including those on the sides opposite 
the cells ; and we shall assume the thickness, a, of all the plates to 
be the same, viz., half an inch. 

The whole width is 14 feet 1 inch; whence 14 feet 1 inch multiplied 
by 3 gives 42 feet 3 inches =: length of horizontal plates. 

The depth of the vertical plates is 3 feet; therefore 3 x 10 = 30 feet = 
length of vertical plates. 

The whole length of the plates is, therefore, 42J + 30 = 72 J feet = 
867 inches; therefore, 867 x J = 433 J square inches, the whole area of 
the section of the plates composing the cells at the top of the tube. 
The comers of these cells contain, in addition, 80 angle irons, the 
section of each of which is 6*5 x '43 = 2*794 inches, or 2*5 square 
inches nearly, deducting for rivet holes; whence, 80 x 2*5 = 200 square 
inches, the area of their sections. 

We have, therefore, 433 J + 200, or 633^- square inches neariy = 
the \irhole area of section of the cells, which we will call A. The 
centre of gravity of this mass is in the middle. 

The cellular bottom ol* the tube, as proposed, is composed of three . 
horizontal plates, and seven vertical ones, including those on the sides 
opposite to the cellular part; all these plates are to be half an inch thick. 
The length of the horizontal plate is (14 feet 1 inch) x 3 = 42 feet 
3 inches = 507 inches. 
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The length of the vertical ones in these cells is (1 foot 9 inches) 
X 7 = 147 inches; whence the length of all the plates in these cells is 
507 + 147 = 654 inches, and the area of their section 654 x ^ = 327 
square inches. In these cells there are likewise 32 angle irons, the 
area of the section of which is 33 x 2^ = 80 square inches. We have, 
therefore, 327 + 80 =: 407 square inches, which we will call A„ in the 
section of the plates and angle irons; and the centre of gravity of 
these cells (1 foot 9 inches wide) is a foot from their top, nearly, or more 
accurately 11*026 inches. 

Note. — ^We have added the area of section of the angle irons to that 
of the plates, though it is probable that those in the lower part of the 
tube will not act with nearly their whole tensile force, through want of 
being adequately united at the ends. 

Suppose the accompanying diagram to represent a section of the tube, 
in the middle, and let {N O) be the neutral line. Then if we put — 
A = the area of section of the cellular top of the 

tube = 633 square inches, nearly; 
A, = the area of section of the cellular bottom of 

the tube = 407 square inches, nearly; 
d = {of a) = 21 feet 6^ inches = 258*875 inches ; 
£? s:^(Aa') = 18*75 inches, the distance of the 
centre of gravity of the upper cells from 
the lower side of iflfb') ; 
g =: 11*026 inches, the distance of the centre of 
gravity of the lower cells from the top of 

t zz thickness of side (a' a,), or (&' b) = ^ inch ; 
X = {o!N) the distance of the neutral line from the bottom of the 

top cells ; 
A' =: the additional area of {A B) above the area of {ab\ or {afb') = 

10*56 inches, if the plates in {A B) be made -^ inch thick, 

or -fV ii^ch thicker than the others ; 
e =: distance of the centre of gravity of A' from the bottom of 

(a'6') = 2c + t*5- = 37*53 inches; 
.\ x^e =: distance of the centre of gravity oiA from the neutral line ; 


A 

:n:""x:: 




-±-.±_-. 

o 

V 


O 

Ml ^ 



-4r 

i 1 1 1 1 

9f 


x-^-c 

= 

d^x+g 

= 

X 

2 

= 

rf — 0? 

^K 


99 99 -^f >> 

2tx 


A, 

99 99 ^^^ 99 

n w 2(d — ar)/ „ 


The two last being the distances of the centres of gravity of the sides 
(a' a,), or (6'i/), above and below the neutral line. Therefore, 
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{x + e) A' = moment of J', with respect to the neutral line . (1). 


(x + c)A = 
{d'^x + g)A,^ 

iid-^xf = 


9> 


n 


9f 


A, 

An 

2tx, 


ff 


9f 


» 


M 


99 


yf 


ff 


ff 


ft 


(2). 
(3). 

(4). 
(6). 


2 (rf — «) t. 

Equating the moments in (1), (2), and (4), with the moments in 
(3) and (5); that is, equating the moments on one side of the neutral 
line with those on the other, we shall have, 

(iB + e)A' + {x + c)A+tx' = {d—x + g)A, + t{d—a>y, 
A'x + A'e + Ax + cA + ta)' = dA, — A,x + A,g + td* + tx^ — Itdw, 
{A!-icA-\-A,-^2id)3)-=.{d->e-g)A,-irtd'''-Ac — Ae. 


. ^_ id + g)A, + td*-'Ac^A'e 
A + A' + A, + 2td 


(6). 


Cob.— -When A' = o, the equation (6) will become, 
^^(d + g)A, + t d*-Ac 


(7). 


A+A,-i-2td 
From formula (6) we have, 

407(268-875 + 11-026) + ^^^5|^'-633 X 18'76-37-63 X 10-66 


jr= 


633 + 10-66 + 407 + 268-876 


109849-707 +33608-13- 1186876-396-32 _ 131092-767 _.^^,^ 

1298-876 + 10-66 ~ 1309-436 " 

From formula (7) we have, 

407 (268-876 + 11-026) + (258-876)* _ ggg ^ jg.^^ 

^"^ 633 + 407 + 268-875 "" 

109849-707 + 33608-13 - 1 1868-76 131489-087 


ms. 


1298-876 


1298-876 


= 101-23 inches. 


Problem 2. 

To find the moments of the forces of the plates, 
and the strength of a perfectly elastic tubular beam, 
whose section in the middle is represented by the 
figure annexed, the beam being supported at the 
ends, and loaded by a weight in the middle. 


a' 


y 


The situation of the neutral line (NO) having been ^ 
determined by the previous inquiry — ■ ^, 


riTT 


6, 


p 2 
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Let a ^{AN) the distance of the neutral line from the top; 
a,^{A,N) „ „ „ bottom; 

6 = (J ^) = {A,B) the whole breadth; 
€ = {Aa) =: {aa') ; 
c, = {A,a,) ; 
i = thickness of plate {A B), increased so that its sectional area 

may include that of the angle irons ; 
t = thickness of plate (ab)^ „ ,, ,, 

<"= w («'60> » » w 

^/ — >> {AfO/jj ff ff ff 

^//— w (^/^/)> w w w 

« = ,> (ii^/) or (BJ5,) „ „ 

g" = thickness of all the vertical plates between {A B) and {afb^ 

exclusive of the sides; 
«/ = w ff (^A) and (a, J,) „ 

f* f'i f" — ^oxQjt of the particles in a unity of section at {A B), 

{ab), and {a*b') respectively; 

and {a,b,), 

1st. To find the moments of resistance of thesides {NA) and (OB) 
to compression^ these sides being considered as thin incompressible 
joists. 

We have ZI^ = moment of resistance of the side (AN) from the 

3 ^ 

neutral line (N O), 

and /i2!=: „ „ {BO) „ {NO); 

o 

2 
.". -jr/sa* = moments of resistance of both sides {A N) and (B O) to 
3 * 

compression (A). 

2nd. To find the moment of resistance of the vertical plates in the 
cells between {Aa% and {BV) to compression. 

Since the moment of the forces of a rectangular body, considered 
as a thin incompressible joist^ whose breadth is g' and depth a, 

extending fi*om the top to the neutral line, would be* ^ ^ , we have 

•!__ .—Z — 1-JZ — L z: the moment of resistance of the vertical plates 
between (A of) and {Bb'). 

But / : /" :: a : a -^ 2c, .'. f" ^fJ^L:z2±. 
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SubBtituting this value in the formula for the moments given above, 
we have, 

3 *" 3 3 3a 

for the moments of resistance of the vertical plates between {A a') and 
(B I/) to compression ; these plates being considered as passing through 
and across the horizontal ones. 

3rd. To find the moments of the forces of compression exerted by 
the horizontal plates (JB), {ab), and (of l^), considered as reduced in 
length by the breadth of the vertical ones. 

^ (6 — 2 « — O = «^rea of the section of (A B), 
.\fi (ft — 2 * — «') = the force of all the fibres in {A B), 

and/if a (ft ^ 2 « — «') := the moment of resistance of the particles in 
{AB). 

In like manner, we have 

f f (a-^c) (ft-»2 «—«')= moment of resistance of the particles in (a b), 
/'r(a-.2c)(ft-2«-«')= „ „ „ (a' ft'). 

Putting (ft -'2 « - O = *',/ = fj^r^^ and/' = fJl^ZlSl^ we 

a a 

shall have 

fiab'^i moment in {A B), 

ft (?LIL£L' ft' =s moment in (« ft), 
a 

. y ^' (g -- 2 (?) Y _ uioment in (a' ft). 

Consequently, we shall have 
/b'(ta + ^^^'^ ^)* + r(g--2c)*\ ^ nioments of resistance in 
(i4B), (aft)and(a'ftO . . (O. 

CoUecting the moments in (A), (S), and (C), we have 

= the sum of the moments of the compressed particles . • • (•^)* 
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Cor. — If the plates which are horizontal be equal in thickness^ or 
izii'zi t'y equation (D) will become, 

|/««' + |/«'^(3a-6c+i^) +/J'/(3a-6c + ^) = mo- 
o ON a ' N a ' 

ment of compressed particles (£)• 

To find the moments of the forces of tension, we have, as in the cases 
of compression, 

1st For the moments of resistance of the sides (NA,), {O B,), 

2 

^/^ ^ a* = moment of resistances of the particles in (NA,) and (O BX 

o 
to tension (F). 

2nd. For the moments of the forces, exerted by the vertical plates in 
the cells between {A,a^ and {B, b,), 

1 f s 

-/,«,«/— *^^i-' (a,— c,)* = moment of resistances of vertical plates 

between (A, a,) and (B, b,), considered as parts of incompressible joists, 
of which the depth, if they were complete, would be (NA,), (0 B). 

But/, :/ :: a,-c, : a, /./, =:fL^LZ2l; 


a. 


Consequently,* we shall have, 

\f,». «/- 1/„». («.-o' = |/».«/-|/*. ^-^^' = 

^/'''"•-if'^'K ^;— '-) 

= \f' '' (a,»-a;+3a,c,-3c/+^) = 1/ *, cjsa,^ 3 c,+ ^) 
o \ a,/ o ^ a,/ 

= the moments of forces between (A, a) and (B, b,) .... ((?.) 

3rd. For the moments of the horizontal plates {A,B,), {a, b,)f 

/^ (J — 2« — «y) = area of section of the horizontal plate {A, 5,), 
/<,«, (J— 2«— «,) = moment of resistance of its particles. 

Similarly, 
/// 1,, {at-^c) (6-^2 «—0 '= moment of resistance of the particles in {a,b). 

But/, zsL^' (^^^^/) ; and if we put (* — 2 «— «,) = J„ we shall have, 

a, 

/ i^ a, b, = moment of force in {A,B,)y 
/t/(g/-g.) ft/ _ moment of force in (a i.) 


«/ 
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Therefore, 
/^^a,ft,4.^^ri*iJlZl£)! =/ ft,|t a, + t, (a,- 2 c, + ^^)}=thesum 

of the moments of forces in [A, B,) and {a, b) , . . (H.) 
Addmg together the moments in {F), (G), and (fl), we have, 

= the whole of the moments of extension (/)• 

The coeflBicient/,, in the preceding equation, represents the force in a 
miity of section, at the bottom of the tube ; and to obtain it in terms of 
/, used in the equations of compression, we haye, 

/:/,:: a : a, -".^ = •^— ^ consequently equation (i) becomes, 

a 

= moment of resistances to extension {K). 

Cor. — If ^,=/,„ the equation {K) will become, 
• ^'||*a;+^«,c,(3a,-3c,+ ^)+ t ft, (2a, -2 c, + ^')} = mo- 
ments of resistances to extension (£). 

The moments in (D) and (K), or their corollaries, being those of the 
whole section, we have, 

IW 

-— = moment in (D) + moment in {K) ; 

where I is the length, or distance of tube between the supports, and W 
the weight in the middle ; for the moment of the forces caused by the 

weight is - X -^ = —^, since a beam, supported at the ends, and loaded 

in the middle, may be considered as strained by half the weight W, act- 
ing at the ends, with a leverage of half the distance f, between the sup- 
ports. 

Computations ^am the preceding/ormulcBf applied to the Conway Tube, 
as first proposed to be made ; the data being made on drawings mp- 
plied by Mr* Stephenson, \lth December, 1846. 

In this tube, the form was that in the figure annexed to the foregoing 
problem ; and the dimensions, and other data, were as below, the former 
notation being used. 
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The distance of the neutral line, from the bottom of the top ceUs, 
having been found, from the first problem, to be 101*23 inches^ we have, 

a=:{AN)^ {Na') + {a' A) = 101-23 + 37*6 = 138*73 inches, the 
distance of the neutral line from the top of the tube; 

a,= (A,N) zz 180*145 inches, the distance of the neutral line from 
the bottom of {A B) ; 
(a' iV) = 101-23 inches, „ „ „ (a b) ; 

{a,N) = 157'646 inches, „ „ topof(a,&/); 

ft = 169' inches, the whole breadth ; 

c = 18 inches, the depth of each cell in the top, or 18-5 inches to the 

centres of the plates; 
c, = 21 inches „ in the bottom, or 21*75 inches 

to the centres of the plates, /, f , t\ t,,, each ^ inch thick ; 
tjZZ I inch thick ; 

«= J w 

From formula {E) we have, for the moments of the compressed par- 
ticles, 

g,a» + |,'c(3a-6c+— )+6w(3a-6c + — )}/=s 

f(13^» 2 ^4^ jg.5/3 ^ j33.,3^ g ^ j3.g 4 x (18-5)>X 
I 3 3 \ 138-73 / 


+ar 


'3 X 138-73 - 6 X 18-6 + i^ffiS-^'ll/ 

138-73 //•' 


2 \ 
=(6416-338+49-3{416-19-lll+9-147)+82(416-19-lll + 12-335)y 

= (6415-338 + 16496-814 + 26037-05)/= 47949-2 xf. . . . 

the moments of compression. 

From formula {K) we obtain, in like manner, the moments of the ex- 
tended particles, 

M|«a; + !^'(3a,- 3c, + j')+ *^(</«/ + t.(a,-2c, + ^^) )|/ 

180-145 rl (180.146)^+^4^(3 x 180-145-65-25 
138-73 13 ^ ' 2x3 V 

-1^) - '»•'(•«■"' - 1 <'««-«-«-^^^> )}/ 

180-145 f 1Q817.407 + 18-125 (540-436 - 65-25 +2-626) 
138-73 I ^ 

+ 165-5 (180-146 + 60-636) |/= \^'|.tf \ 10817-407 + 8660-324 
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+ 41338-59?/= ^^'^^ X 60816-321 x/= 79000-4 x/. . . the mo- 
i 138-73 "^ 

ments of extension, 

/. 47949-2 X / + 79000-4 x/= 126949-6 x / the gum of the 

momente of the plates, neglecting the angle irons. 

If these moments are equated to the value —, found in the last article, 
Tire shall have. 


= 126949-6 x/, or «. = (507798-4)/ 


The distance between the supports in the proposed Conway Tube, is 
400 feet, therefore /=400 feet = 4800 inches, and/dt: the force of com- 
pression in a square inch of section at the top of the tube. 

Pboblbm 3. 

Another computation of the moments^ to obtain the strength (^ the pro- 
posed Tubular Bridge^ across the river at Conway. 

The figure in the margin being supposed to represent a section of the 
tube in the middle, and [N O) the neutral line; we have, as below, 
taking the dimensions from the drawings supplied. 

From the previous investigation, as to the situation of the neutral line 
(Prob. 1), it appears that the distance [c^ N), in the case of this problem, 
is 101-23 inches. Whence we have, 


ITTTT 


3' 


> 


azz{AN)z:: 101-23 + 37-5 = 138-73 inches, the ^ i . . ■ ■ ■ ■ , . . ■ j 

distance of the neutral line from the top ; < 

a,= [A,N) = 180-145 inches, the distance of the 

neutral line from the bottom of {A,B) ; 
(ay 2^)= 101*23 inches, the distance of the 

neutral line from the bottom of (a' V); 
{a,N)zz 157-645 inches, the distance of the 

neutral line from the top of {a, b,); *' 

5 = 169 inches, the whole external breadth; 
c? = 18 inches, the distance between {A B) and (a 5), or (a b) and {of V) ; 
c,= 21 inches, the distance between (i4,5,) and (a, ft,); 
/ = \ inch, the thickness of plate {AB)\ 
f= J „ „ (aft); 

t= 1 „ „ [A,By, 

<./= i „ V . («,ft/); 

« = 1 „ „ {a'a) and (ft'ft,); 


1 
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«' = 5 incbesy the thickness of vertical plates between {A B) and 
{a!V) including the sides opposite to them; 

«,= 3t^ inches, the thickness of vertical plates between (A,B^ and 
{a,b,) including the sides opposite to them. 

Nowy it/ be the force exerted by the particles in a unity of section, 
at a unity of distance from the neutral line, we shall have, 

y* X a = force of the particles in a unity of section at the top of {A B) 


/(«-2c-<-<'-|) = 

/ X 101-23 = 
/ X 167-646 = 

/ X ( 167-646 + I) = 


99 


f X «,= 


99 


99 
99 

99 

19 
99 

99 


l> 


l> 


9> 


19 


99 


99 


99 


centre of {A B) 


99 


(ab) 


99 


(a' ft') 

bottom of (a' 6') 
top of (a, 6,) 

centre of (a,b,) 

bottom of (AJB,) 
centre of (A, B) 


/(«,-2)= „ 

The values above, expressed in numbers, will become, 
/ X a =/ X 138-73 = force at top of {AB)] 

/(a--)=:/x 138-48 = force at centre oi{AB)\ 

/^a — c — < — =/ X 119-98 = force at centre of (a ft); 

fla — 2c — * - f — ^) =/x 101-48=2forceatcentreof (a'ftO; 

/(distance N(f) =/ x 101-23 = force at bottom of (a' ftO ; 
/(distance N a) =/x 157*646 i= force at top of (a, ft,) ; 
/ X 167-895 = force at centre of {a, ft,); 
fa, zzf x 180-145 =£ force at bottom of {A, B) ; 

/ (a,—-') =/ X 179*645 =i force of centre of A,B). 

Moments of the Forces of the Plates, and Angle Irons, in the Tube. 

1st. To find the moments of the forces of the plates composing the 
sides. 
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If we consider the sides of the tube, above and below the neutral line, as 
incompressible joists, the breadth of which is «, and the depth (a' N) or 
{N a)f according as they are on the compressed or extended side of the 
neutral line, we shall have, in the former case, the moment of the forces 
of the compressed sides equal to the force of a particle at the distance 
of (a' ft') X the breadth of the sides, and by one-third of the square 
of the depth (2V* a). 

Whence, 

/ X 101-23 X s X 0^^??)! =/ X il^^* = 346786 x/ , (1), 

the moment of compressed sides (a' N) and {b' O), between the neutral 
line and the cellular part. 

Similarly, we have, 
/x 167-646 x.xa^Z«=/x<i^^*= 1306928 x/. (2), 

the moments of the extended sides {a, N) and {b, O), 

/• 346786 X/+ 1306928 x/= 1661713 x/ {A), 

the sum of the moments of the sides (</ a,) and {V b,)^ not including those 
of the cells above and below the neutral line. 

2nd. To find the moment of the forces of the vertical plates between 
{A B) and (a' 60i including that of the sides {A a') and (B b'). 

f X 13873 X ^^ X (i?^!?).' =/x ^ X (138-73)» = 4449998/ (1),. 

the moments of the rertical plates, supposing them to extend down to 
the line {N 0), 

.-./ X 101-2a X 6 X (^01'23)* =y x ^ X (101 •23)*=: 1728926/ (2), 

the moments of the vertical plates from {of b') to (N O). 

Subtracting the value in (2) from that in (1), we have, 

4449998/- 1728926/ =2721073/ (3), 

the moments of the vertical compressed plates between {A B) and (a' b^. 

In like manner, for the extended plates^ we have, 

/ X 180-146 X s, 08Q'146^'=/x | x (180-146)" = 6820466/ (4), 

« 3 o 

the moments of the forces of the vertical plates ; supposing them to 
extend from the bottom, to the neutral line. 
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/./x 167-646 xs,x (l^Z^^*=/x Z x (167-646)»=4570749/(5), 

3 6 

the moments of the vertical plates from (a^ b,) to {N O). 

Deducting the yalue in (6) from that in (4), we have, 

6820466/- 4670749/= 2249707/ (6), 

the moments of the vertical plates between (a/ h,) and {A, B). 

Adding the values in (3) and (6) together, we shall have^ 

2721073/+ 2249707/= 4970780/ (B), 

the sum of the moments of the forces of the vertical plates. 

3rd. To find the moments of the forces of the horizontal plates [A JS), 
(a b)y {a' V)y (a, h) and [A, B) ; beginning witi) those at the top, or the 
compressed ones ; and putting ft', for the whole breadth 5, of the tube 
•^ the thickness of the vertical plates, or 169 <* 6 = 164, we have, 

/x 138-48 xth' X 138-48=/ X (138-48)* x IJl = 1672490/ . (1), 


■ « 


the moment of the horizontal plate {4 B). 

,\/x 119-98 X t J'x 119-98=/x {119-98)* x l|i= 1180406/ . (2), 

the moment of the horizontal plate (a b). 

.-./x 101-48 X < *' X 101-48 ss/x (101-48)» xl^s 844462/. (3), 

the moment of the horizontal plate (a" ft'). 

Adding together the values in (1), (2), and (3), we shall have 

1672490/+ 1180406/ +844462/ =3697348/ . . . (4), 
the moments of the forces of compression of the horizontal plates {A B), 
(a i), and (a' ft')- 

Again, for the moments of extension of the horizontal plates ; putting 
ft" for the whole breadth, ft, of the tube ^ the thickness of the vertical 
plates ; or 169 — 3-6 = 166-6, we have, 

/ X 179-646 X t, ft" X 179-646=/x (179-646)* x 166-6=6341070/ (6), 

the moments of the horizontal plate {A, B,). 

.-./ X 167-896 X <,,ft" X 167-896 =/x (167-896)* x 1^=2063026/ (6), 

At 

the moments of the horizontal plate (a, ft,). 
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The sum of the moments in (6) and (6) gives 

6341070/ +2063026/= 7404096/ (7), 

the moments of the forces of extension in the horizontal plates [a, b,) 
and {A',B), 

CoUectmg the moments in (4) and (7), we shall ha^e, 

3697348/+ 7404096/= 11001444/ (O, 

the moments of the forces in the horizontal plates {A B\ (a h)^ {a! b)y and 
\a,b),{A,B). 

The sam of the moments in {A)y {B)^ and (C) contains those of the 
forces of resistance to compression and extension in all the plates in the 
section, the force of the an^e iron^ being neglected. 

.-. 1661713 X/+ 4970780 x/+ 11001444 x/= 17623937/= sura 
of moments from all the plates {D)y 

Comparing the moments of the plates, as obtained from the former 
problem, we have 1269496 x/x 138-73 = 17611718 x /, differing 
not widely from that above* 

2nd. Moments ofBesistance of the Angle Irons in the top and bottom 
cells of the Tube. - 

Retaining the same notation, we have, according to the plan proposed, 

\ dlBtanoe from the nan* 
a '- t ^138*73°— '5 =138-23 iDS.= <^ tnlUne to theangl. 

I iiont in (A B) ; 

a -(c + <+f) =138-73 -18-76=119-98 ins.= „ {ab); 

a _ (2c+<+f)=138-73 -37- =101-73 in8.= „ («' J'); 

o, — (c,+t) =180-146-22- =168-145m8.= „ {a.b); 

a,-t, =180-146- 1- =179-145m8.= „ {.A.B,). 

Area of section of angle irons in (^1 £) = 20 x 2*6 = 60 Bqnare inches. 
„ „ {ah) = 36 X 2-6 =90 „ 

„ „ {a' 60 = 24 X 2-6 = 60 " „ 

{fl.b) = 18 X 2-6=46 „ 

(^:b,)= 14x2-6 =35 

We have, therefore, moment of forces of angle irons in {A B), ^ 
(a^t) fx 50 X {a- t) = 60/ x (o - <)» = 60 / x (138-23)» 
= 966376/ = moment of forces of angle irons in {A B). 
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In like manner, we have, for the moments of the forces of the angle 
irons in the other plates, as below, 

In(aA);(a-(c+<+|))/x 90 x (a-(c + < + ^) )= 

90/ X (a-(c + <+!))*= 90/ X (119-98)* = 1296568/. 

In (a' J') ; moment = 60/ x (101-73)* = 620939/ 

In (a, A,); „ = 45/ x (168-145)»= 1125442/ 

In {A, By, „ = 35/ X (179-146)*= 1123262/ 

Collecting together the first three moments, gives 

965376/ + 1296668/ + 620939/ = 2871883/ 
for those of ihe compressed angle irons in top of tube. 
And the sum of the last two moments, gives 

1126442/ + 1123262/= 2248694/ 
for the moments of the forces of the angle irons submitted to tension* 

The sum of the moments of all the forces from the plates and angle 
irons is, therefore. 

Moments from the plates, see (D) .... 17,623,937/ 

angle irons (compression) . 2,871,883 /*. 
„ (extension) . . 2,248,694/ 




Moments from the whole .... 22,744,614/(^1). 

If the moments from the angle irons, submitted to tension, be omitted, 
the neutral line being assumed to remain unchanged, we have the mo- 
ments above, 

= 17,623,937/+ 2,87 1,883/ = 20,496,820/ . . . . (JB). 

The angle irons in the lower part of the tube will not act with their 
whole tensile force, on account of die defective connections at their ends ; 
if, therefore, their moments be taken at one half their assigned value, or 

2248694 _ 1124347, we shaU have the moment of the whole, 
2 

= 17,623,937/^2,871,883/+ 1,124,347/= 21,620,167/ (C). 

Computation of the Strength of the Tube from the preceding Moments. 

The sum of the moments of the forces in the section of the tube 
must, from the equilibrium of the forces acting upon it, be equal to the 
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product of half the distance between the supports by half the weight 
considered as laid on the middle of the tube. 

Putting then, m / = the moment of the forces in the section of the 
tube^ we have 

The distance between the supports in the proposed bridge at Conway 
-is 400 feet, therefore, / = 400 feet =: 4800 inches ; and from (A) (last 
page), m = 22744514/; we have, likewise, / a number such (p. 70) 
that / a =: force per unity of section, sustained by the material at dis- 
tance {A N) frt)m the neutral line. 

4 mf_ 4 X 22744514/ _ 22744514/_ 
••** i 4800 1200 189537/ 

If/ a, the compressive force per square inch at the top {A B), be 8 
tons, then/a = 8 ; and since 

a = 138-73 ins. (p. 69), we shaU have / = - = -r^r^^ = '05767. 

a 13o'7o 

: Whence, 

IT = 18963-7/= 18953-7 x -05767 = 1093 tons. 

If the moments from the tensile forces of the angle irons be 
neglected, we shall have from (B) the moment of the remainder 
= 20496814/ 

... «, = 4 X 20495820/^204968-20/^ 17079-8/= 17079-8 x -06767 

4800 12 -^ 

.= 984-99 tons, for a pressure of 8 tons per square inch, at the top. 

The tensile force of the angle irons ought not to be wholly neglected ; 
and if we suppose these irons acting with half their full tensile power, 
we shall have, from (C), 21620167/ for the moment of the whole forces 
in the section. 

WK.... ,,- 4 X 21620167/ ^ 216201-67/ 
' 4800 12 

= 18016-8/= 18016-8 x -05767 = 1039- tons. 

This load, including the pressure from the weight of the tube, would, 
as before, produce a pressure of 8 tons per square inch on the top. 
But the tensile strain at the bottom of the tube would be greater than 
this in the ratio of the distances of the neutral line from the bottom and 
top of the tube; or as 180*146/, to 138-73/ these being the forces per 
square inch at the bottom and top. 
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Whence -—- — =: 10*388 tons, the simultaneous strain at the 

138-73 ' 

bottom. 

The load above seems to be the greatest that the tube ought to be 
made to bear ; but if it were loaded to the extent of 12 tons per square 
inch at the top, then from the position of the neutral line, the material 
would be strained to the extent of 16*57 tons per square inch at the 
bottom; and the load which the tube would then haye to sustain, in- 
cluding that from its own weight, would be 

]ll^ = 1568-2 tons. 

This weighty Including the pressure from the weight of the tube 
mighty it is probable, be borne by a tube of these dimensions, without 
absolutely destroying the utility of the material. 

But this would depend on the following suppositions : that the weight 
was. laid om gradually;. that no vibration took place in the tube, and 
that the tube had no joints, by which the tenacity of the metal could be 
weakened. With respect to the latter supposition, the necessity of using 
plates riveted together causes a great foiling off in the strength. 

From experiments which I made for Mr. Fairbaim to ascertain the 
best modes of riveting (see Reports of British Association), I was led 
to conclude that riveted plates could not be made to bear more than 
two-thirds of the weight which plates without joints would bear. 

As all the reasonings in this paper are from tubes formed of plates 
without joints, I consider the weight above as hypothetical, and much 
greater than the tube should ever be strained with. 

The question as to the strength of the tube is here considered as a 
statical one, but this is not strictly, nor perhaps nearly, the case; a 
train, rushing into a tube, which was previously bent only by its own 
weight, may be expected to deflect it more than the same weight laid on 
gradually. 

Preparatory to seeking for the deflection of the tube, the following 
experimental results, which will be made use of, may be given. 


Longitudinal Compression of four Wrought-Irofi, Bars, prevented from 
flexure by a frame in which they were enclosed. 

The bars in these experiments were each 10 feet long and 1 inch 
square neai*ly, and the weights given below were, in appearance, the 
utmost the material would bear without its practical utility being de» 
stroyed. 


OOMWAT AND BRITANNIA TUBVLAB BBIDQEB. 77 

WdgbfUidan. ^"T^^U^' 

Lbi. Incb. 

26486- -138 

26486- -132 

27380- -144 

27380- -143 


4)107732- -667 


26933- IbB. = 12*02 tons. • 139 


120 
The length of the bar being 10 feet, or 120incheSy we have •— - = 863. 

Hence, a wrought-iron bar will bear a compression of ^J^rd of its length, 
without its utility being destroyed, though it will have sustained a con- 
siderable change in its elastic force with less than that compression. 

If we multiply the mean weight laid on by 863, we have 26933 x 863 
=23243179 lbs. =:£, the force which, if tensile, would increase the bar 
to double its length* supposing the elasticity to remain perfect. 

Campresgian of Tubes mth Joints in them. 

In the experiments on the compression of tubes with joints, as in the 
top of the proposed tubular bridge, I sometimes found that a tube 
10 feet long was decreased '2 inch or upwards, by a weight of 12 tons 

120 
per square inch. But — = 600; the tube would therefore be de- 

creased by ^^^th of its length. 

Modulus of ElasticUy of Wrought Iron. 

I found the Modulus of Elasticity, or that weight which (the elasticity 
being supposed to remain perfect) would draw a bar 1 inch square to 
double its length : the modes I used were different, but the results were 
not widely so. From experiments drawn from the longitudinal tension 
of bodies, it was 23865624 lbs. per square inch. From others it was 
24446394 lbs.; and from the preceding experiments on compression, it 
was 23243179 lbs.; the mean from these three is 23851732 lbs. The mo- 
dulus, according to Tredgold, obtained in a different way, is 24920000 lbs. 
It will, in the future computations, be taken at 24p000001bs. = 10714*3 
tons per square inch, and this value will be called E *. 

* The moduliii of olastieity of annealed wrought ironi from experiments npon the eztenaion of 
ban 50 feet long, was 27,691,200 Ibt. 

G 
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Radiui of Curvature of the Centre of the Conway Tube in the middle^ 

or place of greatest flexure. 

It appears, from the preceding experiments^ th^t a bar of wrought 
iron will be compressed -^vA of its length, without destroying its 
utility. Hence, wherever the neutral line of the bent tube may be, its 
concave side at the part of greatest strain may be reduced in die ratio 
of 863 to 862. 

Let f be the radius of curvature of the neutral line, and a the dis- 
tance of the concave side from that line, then f — a will be the radius 
of curvature of the concave side, the distance of which from the neutral 
line is a. 

We shall then have (as in the next figure), 

f : f-a::863 : 862; 

whence 862 f = 863 f -- 863 a, .-. f - 863 a. 

In the proposed tube a = 138*73 inches (Problem 3, page 168), 

.-. f = 863 X 138-73 = 119723-99 inches =: 9977 feet 

Whence the radius of curvature of the tube, when bent to the utmost 
it will bear, without destroying the utility of the metal by compression, 
is 9977 feet =1*9 mile, nearly; and the force exerted by the particles, 
contracted by ^i^rd of their lengthy is 26933 lbs., or 12 tons per square 
inch nearly. 

To find the connexion between the Radius of Curvature^ and the value 

of fy previously employed. 

The figure annexed being supposed to represent the tube when bent. 

Put f = (A O) the radius of curvature of the neutral line ; 

a zz {BC) the distance of the neutral line from the concave 

side; 

e rz {AB) any small portion of the length of the neutral line ; 

e^ = {CD) the decrement of the concave side, answering to 
the part {A B) ; 

E = the force necessary to elongate or shorten a bar of wrought 
iron, 1 inch square, by a quantity equal to the 
length e of the bar, = 24,000,000 lbs. = 10714-3 
tons; 

y*a= the force per square inch necessary to produce the com- 
pression ef. • 

The line {B C) being drawn parallel to {A 0), we have irom similar 
triangles, 
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(AOy J (^O i: (AB) 

: (CZ>),or 

f : a : : e 

e' 

But e : €f :: E 

: fa 

Whence K ' fan f 

a, 

. E_fa_. 
. . — /, 

f 


We ha^e therefore — a/, whatever the (iex- 

f 
ure of the tube may be. 



Tofi»d the D^^Uatian of the 7V^ 

When a uniform beam, or other flexible body, is plaoed on supports at 
its ends, and loaded with a weight, w, in the middle, i{ A CB represent 
the beam, the deflexion C J> will be the same as if the beam were fix^ 

firmly in the middle, and drawn up by % weight — at each end. 

Let /. ;s (CjF) =; half the length of the beam, nearly; 

w^yzz the horizontal and vertical co-ordinates of any poiat C?j^ h^ 
the curve, referred to C as the origin ; 

p :s the radius of curvature at the point O ; 

} zz the distance E B, or whole deflexion C D. 



E 
Then, from above, we have — = /, whatever the value of y may be^ 

But it was shown (J), {B\ {C) (page 74), that the moment of the 
fbrces in the Conway Tube was mf where m varied, according to 
different suppositions, between 22,744,608 and 20,495,814, and the mean 
21,620,161, as in (C), was adopted. 

Butm/=:^(i-jr); and since/ = :?, «i :? =:^(/ - *). 

o 2 
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But - ^ , , .. u , and when the deflexion juB B^alL-?^ may be 

neglected, we shall then have, 

- = -r4; and^mce = - (/ -^ jp), 


Integ^Bng ,„£^ = |(;,^^) 


» 


' 2 V 2 6/ 

f ^ 

.*. mEo iz — X ---, 
2 3 



where m =: 21,620,161, and ^ =;: 24,000,000 lbs. =: 10714-3 tons. 

If weight w be taken in tons ; then, 

v_ wP ^ wl* 

"" 6 X 21620161 X 10714-3 ^ 1,389,869,346,014' 

In the Conway Tube, / = 200 feet :^ 2400 inches; 


. v^ fp(2400)" _ 




1,389,869,346,014 100-640 

Ist. If tr 3 p.039* tons, which would, from page 76, produce a 
pressure on the x^oncave side, equal to 8 tons per square inch, the 
angle irons at bottom being supposed to act with half their tensile force, 

J = , "", 5c JJ?^ := 10-33 inches = the ordinate B E, at the end 
100-64 100-54 

of the tube, or the deflexion CD, in the middle. 

This deflexion is that which would accrue from the tube if it were 
made without joints, and was of small weight comparatively with the 
load in the middle. But the weight of the tube is great, and the riveted 
joints may be expected to adjust themselves with the strain, and increase 
the deflexion beyond the computed amount. 

2nd. If fi7 z 1668*2 tons, the pressure which (from page 76) would 
strain the tube to 12 tons per square inch at the top, and 16-67 tons at 
the bottom. 

Then J = .Jf^. = ,^^ ,, = 16-6 inches nearly. 
100-64 100-64 ^ 

To determine a deflexion of a beam, caused by its own weight. It 
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has been showB* by Tarioos writers^ and might easily be demonstrated 
here, that wbea the ends are rested on supports^ the deflexion of a uni- 
form beam, from: a weight uniformly distributed over its lengih, is to the 
deflexion from the same weight applied in the middle^ as & ta 8w — {Tred* 
gold, "^EsMyonCaM Iron/" Art. 62). 

JD^^^exion of the proposed Tube from it$ own weight. 

£hq>po8e the tube to be uniform^and its weigh t, together with that of 
ifae platform within it, to be 900 tons, then the deflexion of the tube, in 
consequence of its weight, spread uniformly over it, would, from the last 
artide,, be 

-^ = J4|22^ = 5-59 inches. 


J=f X 


8 100-64 8 X 100-64 

or a 6lde more in consequence of riyeting. It would therefore appear 
that the deflexicm from the weight of the tube is to the utmost deflexion 
which the tube could sustain without serious- injury, as 6'69 to 16*5, or 
as 10 to 28 nearly. The computations on this first intended form of the 
Conway Tube were sent ta Mr. Stephenson, through his talented assist- 
ant, Mr. Edwin Clark. 

To find the deflexion of the tube from other principles, supposing the 
curre to be a portion of a parabola, or of a circle, and the curvature in 
the middle to be the greatest that the tube could sustain without destroy* 
ing Ae utility of the material. 

The radius of curvature was found (page 78) to be 9977 fiaet. 

Ist. Suppose the curve to be a parabola> of which thcL* equation is 
y* =t 4 Mdr. 

Then the deflexion x :r JL . 

4tn 

In this curve, 2m, the semi-parameter, is equal to the radiiis of cur- 
vature at the vertex. 

Btti from above, 2m = 9977 feet, and in the Conway Tube, y = 200 
feet. 

.V a? =r i^ ^ ^^^' = 200 feet = 24 inches nearly. 
4m 2 X 9977 ^ 


2ni. Ifibe curve be a circular arc. 

ITien y/iAOy - {AB)' = (OB), 
{BCjzz (CO) - {OB) =i{AO)^ {OB). 
But {AO) = 9977 feet; {AB) = 200 feet. 
iBC) = 201 feet =24-12 inches. 


• • 



/ 
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Both of liiese carves, especially the cirde, which is everywhere equally 
bent, must obviously give a larger deflexion, for the same length and 
curvature at C, than the proper curve of the tube, which is very little 
bent towards the ends. The relative deflexions of the tube, estimated as 
an elastic curve, and a circle, or parabola, are 15*6 inches, and 24 inches 
nearly. 

In the preceding tube, the strength of the bottom would have been 
too small for the heavy cellular top, and the neutral line was much too 
high. I therefore suggested to Mr. Stephenson the desirableness of 
increasing the strength at the bottom. It was, however, Uiought better 
to dispense with one row of cells, and make the thickness of the plates 
stronger than before, to resist better the tendency io vnrinkling; the 
preceding experiments on the longitudinal compression of rectangular 
tubes having shown that the resisting power increased nearly as the 
cube of the thickness. The form represented in Plate V . of the Report, 
Appendix A. A., was therefore fixed on, March, 1847, and I was re- 
quested to make the same computations upon it as before. 

Problem 4. 

. To find tlie situation of the neutral line in the proposed tube, adopting 
the modes used in the preceding investigation. 

In this tube, the cellular top is composed of two horizontal plates and 
nine verticcd ones, including those on the sides opposite to the cells ; and 
the thickness of the plates is f inch eachw 

The whole width is 14 feet 1 inch ; whence 14 feet 1 inch X 2 ^ 
28 feet 2 inches. 

The depth of the vertical plates is 1 foot 9 inches ; therefore, 1 foot 
9 inches x 9 = 15 feet 9 inches, the length of the vertical plates. 

The whole length of the plates is therefore 28 feet 3 inches -f 15 feet 
9 inches = 43 feet 11 inches c: 527 inches, and the area of their section 
=: 527 X f 3 39525 square inches, the whole area of the plates com^ 
posing the top of the tube. These cells contain in their comers in addi- 
tion 40 angle ilron^, the section of each of which is 4 inChito ; Whence 
40 X 4 =5 160 square inches, the area of their sections. There are, 
likewise, 16 longitudinal strips to cover the joints, the area of section of 
which is 16 X 9 X I ±: 72 square inches. 

We have, therefore, 395*25 + 160 + 72 = 627-25 square inches i= 
the whole area of section of the cells, which we will call A, The centre 
of gravity of this mass is very nearly in the middle. 

The cellular bottom of the tube as proposed, is composed of two hori*- 
zontal plates of 1 inch thick each, and seven vertical ones of i inch thick 
each. 

The length of the horizontal plates is 14 feet 1 inch x 2 = 28 feet 
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A 
a 




I II III! 


2 inches = 338 inches, and their thickness being 1 inch, their area of 
section is 338 square inches. 

The length of the vertical plates is 1 foot 9 inches x 7 = 12 feet 

3 inches = 147 inches, and their thickness being \ inch, 147 x |- = 73*5 
square inches. Whence, the area of the section of all the plates in these 
cells is 338 4- 73*5 =s 411*5 square inches. 

In these cells there are likewise 32 angle irons, the area of sec- 
tion of which is 32 x 2^ = 80 square inches. We have, therefore, 
411*5 + 80 rr 491*5 square inches, in the section of the plates and angle 
irons of the lower cells of the tube, and this area we will call A,, The 
centre of gravity of this mass, like that of the other, is in its middle. 

Suppose the annexed diagram to represent a section of the tube in the 
middle, and {.NO) to be the neutral line. 
Let us then put, 

A = the area of the section of the cellular top 
(AV) =3 627*25 square inches; 
=: the area of the section of the bottom (a, B^ 
= 491*5 square inches; 
d =: distance (a a,) = 21 feet 6J inches =: 
258*875 inches ; 

c = half distance (Ja) = fir :± 11*25 inches, 

the distance of centre of gravity of Upper 
cells, from bottom of plate ^ft); 

C^^ — m 11*5 inches, thcf distance of centre of gravity of lower cells, 

from top of plate (a^ft/) ; 
/ = thickness of side (a a,), or (} ft,) = \ inch ; 
X 3 {ff<£^ the distance of the neutral line from the bottom of the top 

cells; 
a? + c 3 distance of centre of gravity of -4, from neutral line ; 

rf ~ ^ + C, = n 99 ^i9 

2 
d^ 




f} 


99 


99 


>> 


X ^ 


19 


2{d^x)t „ 


The last two equations refer to the side plates, between the top and 

bottotn cells. 
Therefore, {x ^ c) A ir moment of the area A with respect to the 

neutral line i 

(d-*ar + c,)-4,= „ „ A, 

^(d-a?y= „ „ 2t 


Yt 


W 


WA^" 
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Equating the moments^ on the opposite sides of the neutral Kne^ we 
have, 

(a? + c) J + ^0?' = (d - jr + c,) 2<, + < (rf - a:)\ 


whence, 


A'{'A, + ^2dt 


Inserting in this equation the numerical values, gives 

^ - (268-875 ^ 116) 491'6 ^ 11'25 x 627-25 ^ -5 (258'875)' 

627-26 + 491-6 + 2 x 258-876 x '6 

= 115*66 inches. 

This computation has been made on the supposition that the angle 
irons acted with their whole force, both of tension and compression, in 
the same manner as the plates ; but it is probable that the angle irons 
in the lower part of the tube would not act with their whole tensile 
force, as mentioned in the computation of the strength, according to the 
former supposition (December, 1846). 


A 

a 


JL 


^ 
^ 


I 11 I M ilf 


Problem 6. 
Strength of the proposed Tube. 

To find the moment of the forces, and the weight borne by the tube, 
we shall follow the reasoning used in the investigations on that pre- 
viously proposed. 

Since the top and bottom of the present tube are 
of the same form as the lower part in the former 
one (see page 69 of that inquiry), we may adopt 
the notation there employed, and the dimensions 
from the plan furnished by Mr. Stephenson, and 
referred to in the last problem. The distance (Na), 
from the neutral line to the bottom of (ab), is 
115*66 inches, as determined in that problem, 
and the distance (Na,), from the neutral line to 
the top of (u,b,) = 258-875- 115-66 =: 143-215 
inches. 

This position of the neutral line will be supposed to remain unchanged, 
notwithstanding any change of supposkion with respect to the action of 
the angle irons, since the effect of such a change would have very littie 
influence on the strength. 

We shall therefore assume — 

a = (NA) = {Na) + {a A) = 116-66 + 22-5 = 138-16 inches, the 
distance from the neutral line to the top of the tube ; 


m 
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a, = (NA,) = (Na) + (a,A,) = 143-216 + 23- = 166-215 inches, 
the distance from the neutral line f o the bottom of the tube ; 

(A A,) the whole depth =: 804*376 inches = 26*3646 feet; 

ft = 169 inches, the whole external breadth ; 

c =: 22*6 „ the whole depth of the top cells ; 

c, = 23' ,1 „ „ bottom cells ; 

/ = *75 y, the thickness of the plate (AB) or of the plate (ab); 

t,^ I inch, the thickness of the plate (A,B,)y or of the plate {a^h,); 

« = 1 „ the thickness of the side plates (aa,) and (fib,) taken 

together; 
g' zz 6*76 inches the thickness of the vertical plates between {AB) 

and {ab\ including the sides opposite to them; 
s, = 3*6 inches the thickness of the vertical plates between (A,B,) and 

(a,b,), including the sides opposite to them. 

Now if/ be the force exerted by the particles in a unit of section, and 
at a unit of distance from die neutral line, as before, we have — ^taking 
that unit as one inch — 

/a =r/ X 138-16, the force of the particles in a unit of section at the 
tOpo{(AS); 

/(«-^)=/x 137-785 

centre o({AB); 
/(d-0=:/x 137-41 

bottom of (AB), to which the angle irons are attached; 

/ {(Na) + ^) =/ X 1 16-41, the force of the particles in a unit of sec- 
tion at the top of (ab), to which the angle irons are attached ; 

/((Na) -h ^j=s/x 116-035, the force of the particles in a unit of 

section at the centre of {ab); 
/ X (Na) sz/x 116*66 the force of the particles in a unit of section 
at the bottom of [a b). 

In like manner — 

/ X 166*215 31 force of the particles in a unit of section at the bottom 

or(A,B,); 
f X 165-715 = „ „ „ centre 

oi{A.By, 
f X 165-215 = „ „ „ top of 

(AfB,), to which the angle irons are attached; 
/ X 143-215 =s force of the particles in a unit of section at the top of 

(aM; 
/ X 143-715 = „ „ ,^ centre 

o{{a,b,); 
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/ X 144*216 =: force of the particles in a unit of section at the bottom 
o{(a,b,)j to which the angle irons are attached. 

We will first obtain the moments of the forces of the plates, and 
afterwards those of the angle irons. 

Moments of the Forces of the Plates. 

To determine these, the same mode will be adopted as in Problem 3, 
giving the computation without full explanation, which may be found in 
that Problem. 

Ist To obtain the moments of the forces of the plates composing the 
sides {a a,) and {hh,)y neglecting those of the cells. If we consider the 
sides {Na\ (Ob), and (Na,)y (Ob,), above and below the neutral line, as 
acting like rectangular masses, or joists bent transversely, the moments 
of their resistance, determined as in page 71, will be as below !-^ 

3 S 3 

the moments of the former. 

fJL^ X * X iNay=!LfJL.^:^ X (143-215)' * ,/ x 
(143-216)* _.^^ moments of the latter. 

.. their sum = ./(("^'^y +^(143>215)')^ ^^( 1547211 ^2937416) 
= 1494876/ (* being :±1) (A). 

2nd. To obtain the moment of the forces of the vertical plates in the 
top and bottom cells of the tube. 

For the moments of the forces in the top cells, estimating as abote ; 
first, the moment of the resistance of the vertical plates, on tibe supposi- 
tion that these plates extend down to the neutral line, and then deduct- 
ing from that result the estimated movements of resistance of the par- 
ticles which bad been assumed to extend from the top cells to the neu- 
tral line; we shall have, for the moments from the vertical plates between 

iAB) and («*), ^^^TL^f: («^ ,)•= "^^ (« -- *)' = -^^^ x 
(137*41)*, the moment of the forces, supposing the vertical plates to ex- 
tend from the bottom of (AB) to the neutral line. /((^«) + <)*' 

{{Kd) + <)* - -^ ((J^«) + <)*= /\^— X (116-41)* the too- 

3 3 

ments of the forces from the top of (ab) to the neutral line. 

Taking the latter of these moments from the former, gives, for the 
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moment from the vertical plates in the top, or compressed part of the 
tube,-^^-:Z^((137'41)«)-(116-41)» =2 2288266/ (1). 

In like manner the moments of the yertical plates in the bottom cells 
of the tubes will be, 

y <-'*' -^ *'^ '' («,-<,)» --^ia, - t,y =:^?-i^( 1 66-216) * = those 

from the top o((A,B,) to the neutral line. 

/{{Na)^+ t) ,. (^^^ J ^ ^y ^ q, ((j^^ J ^ ^y ^ fx^ ^ (144-216)* 

^ th^Mi^ from the bottom of (a, b^ to the neutral line. 

Taking the latter moment from the former gives^^-— — ((166*216)' 

o 

- (144-215)') sa -^iL?!^ (4609708 - 2999378) = 1762062/ . . (2), 

o 

the moments of the forces of the plates in the bottom cells of the tube. 

Adding together the moments in (1) and (2) gives, 

2288266/+ 1762062/ =3 4060308/ . • . . {B), 
the moments from the vertical plates in the ceUs. 

3rd. To obtain the moments of the foi'ces of the horizontal plates 
{AB\ (ab\ (A,B,)y and {a,t,), with those of the additional plates at- 
tached to them. 

The moment from each of these is equd to the product of the three 
fdlowing Values — ^the strain upon a square inch of the plate^'^^-the area 
of its section-s-and the distance of its centre from the neutral line. 

Hence, for the moment of the plates in (AB)y the distance of the cen«> 

tre of gravity of which from the neutral line is ( a -»-• V we have, 

a/ X 169- X -76 X C137-785)» = 2406311/ (1). 

For those in (4tb), the distante of its centre from the neutral line 

bdhg (,Na) + i., or 116036, we have, 

/{(No) + |-)*^ X {(Na) + 1) izfbt{(Na) + J^)' 

a/6<(116036'=:/x 169 x -76 (116-036)' ±: 1706677/ . . . (2). 

To the top of {AB)i the distance of which from {NO) is a, there are 
9 plates attached, the area of the section of which is 

9 X 9 X — = 40'5 square inches. 
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The moment of their forces is therefore 

fa X 40-6 X a^fx 40-6 ( 1 38- 16)» = 773071/ . . , . (3). 

To the bottom of {ab)y there are likewise attached 7 plates, with an 
area of section = 7 x 9 x *5 r: 31*6 square inches. 

The moment from these is, 

/x {Na) X 31-6 X {Na)^fx 31-6 (ATa)* 
n/x 31-6 (116-66)' = 421383/ (4). 

The moment of the forces of tension in {A,B) is, in like manner, 
fx 166-716 x bi, X 166-716 =/6<;(166-716)» 

=/x 169 X 1 X (166-716)' = 4640987/ (6), 

And those in (a,b^, 

fx 143-716 X bt, X 143-716 =/ftt(143-716)» 

=/x 169 X 1 X (143-716/ =3490626/ ...... (6). 

Adding together the values in (1), (2), (3), (4), (6) and (6), gives the 
moment of the forces from the horizontal plates, 2406311/ +1706677/ 
+ 773071/ + 421383/+ 4640987/+ 3490626/= 13,438,866/. (C). 

The sum of the moments in (J), (J?) and ((7), or 1494876/+ 4060308/ 
+ 13438866/= 18,984,038/= those of the forces from all the plates 
in the tube (!>)• 

Moments of the Forces from the Angle Irons. 

Of these there are 40 in the comers of the top cells, and 32 in those 
of the bottom oqcs of the tube. The angle irons in the top cells have 
each an area of 4 square inches in their section; and those in the lower 
cells of 2\ square inches. There are 18 angle irons attached to the 
lower side of the plate {AB\ at a distance a — ^ = 137*41 inches from 
the neutral line. There are, likewise, '22 angle irons attached to the 
plate {ab)'y 18 of these are attached to its upper side, at a distance 
{No) + ^ = 1 16*41 inches from the neutral line; and the other 4, at the 
bottom of (aft), 116*66 inches from the neutral line. There are 14 
angle irons attached to the top of the bottom plate (A,B,)f at a distance 
of 166*216 inches from the neutral line,* 14 attached to the bottom of 
(a,b,), at a distance of 144*216 inches; and 4 to its top, 143*216 inches 
from the neutral line. 

Moments of angle irons attached to {AB), 

fia^t) X 18 X 4(a-0=/x 72(a-0' 
=/x 72(137*41)*= 1369468/ (1). 

Moments of those attached to top of (aft), 
/((ATa) + X 18 X 4 {{Na) ^i):^fx 72 {{Na) + tY 

= /x 72 (116*41)* = 976692/ (2). 
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Moments of .fbose sUached to bottom of (flVjp 
fx 116-66 X 4 X 4 X 116-66 =/x 16(115-66)* = 214036/ . . (3). 

Moments of angle irons at the top of {A^B,), 
f X 166-216 X 14 X 2-6 x 166-216 =/ x 36 (166-216)' = 966369/ . (4). 

Moments of those at the bottom o((fa,b,), 
/x 144-215 x 14 X 2-6 X 144-216 =/x 36 (144-216)* 55 727928/ . (6), 

Moments of those at the top of {a,b,), 
/ X 143-816 X 4 X 2-6 x 143-215 =/ x 10 C143-216)* ;s 206106/ . (6). 

Adcfing together the results in (1), (2), and (3)^ we hare 

1369468/+ 976692/+ 214036/=; 2,649,195/ . . .{E), 

the moments of the forces from the compressed angle irons. 

The som of the results in (4), (6), and (6), gives, 

966369/+ 727928/+ 206106/= 1,888,392/ . . . .<F), 

the moments of tlie forces of the extended angle irons, supposing them 
to act with their AiIl tensile force. 

The whole resisting forces in the tube arise from the plates and the 
angle irons. Taking the several moments from these^ as in (JD), {E), 
and (F), we have, 

Moment from plates 18,984,038/ 

„ compressed angle irons • 2,649,195/ 

„ eartended „ . 1,888,392/ 

• ■ ■ ■ 

Sum of the moments . • 23,421,625/. . . {G). 

It is probable that the extended angle irons may, from imperfect 
joining at the ends, not act with their whole tensile strength; hence, 
taking the moment from them at one-half of what it is computed, or 
944196/, gives for the whole moment 22,477,429/ . .... (H). 

It is here supposed that the position of the neutral line is not sensibly 
changed by these -different suppositions with nespect to the action of the 
angle irons. 

To compute the Strength Jrcm the preceding Moments. 

If we consider, as before, the tube to be supported at the ends, and 
loaded in the middle, each end will have to sustain half the weight, and 
its distance from the middle will be half the span. 

Hence, if it be the weight in the middle of the tube, / the span, or 
distance between the support?: and (?, or JFf, the moments in (<?) or 
(£r), we have 

^x|=CorH. 
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Putting mf^ the momoits of the foroeg in ((7), or {]ff)^ we have 

4m/ 

«... / 

The strength depends upon /, which, as defined in page 85, is a 
quantity such that a x/:= the force per square inch, with which the 
tube is compressed at the top; or a, x/, the force with which it is 
extended at the bottom. 

If we suppose it, as before, to be compressed at the top, to the extent 
of 8 tons per square inch, then a x /^ 8; and since a, the distance of 
the top from the neutral line,is 13816 inches, 

Substituting this for/, in the formula above, gives 

4i»/ 4fii X -0579 -2316 xm^ 
«. = -/ = ^ zz—^ tons, 

the weight which a tube, of tlie lateral dimensions of that at Conway, 
would support, when it was compressed at the top, to the extent of 
8 tons per square inch, which, I conceive, is the greatest strain to which 
it should be subjected. 

The distance between the supports, on which the Conway Tube will 
be laid, is 400 feet = 4800 inches, and taking the values of m, from 
those in {G) and (ff), 

. _ '2316 X 234 21626 ,i«^nQ* 

we have U) =r t^kr = 1130*09 tons, 

4800 

when the angle irons are considered to act with the full force due to 
the material. 

^ -2316x22477429 i^qa;:* 
Or, w = -^^ = 1084-6 tons, 

when the bottom angle irons are only considered as acting with half 

their tensile force. 

Taking the lower estimate of the strength, it appears that 1084*6 tons, 

laid on the middle of the tube, the pressure from its own weight being 

included, would cause the plates of the upper cells to be compressed, 

in the direction of their lengths, to the extent of 8 tons per square inch; 

and, since the distances of the top and bottom of the tube, from the 

neutral line, are 138*16 inches, and 166*215 inches respectively, the 

simultaneous strain in the plates, at the bottom of the tube, would be 

166-216 Q ^ ^ ^ 
-j5g:jg. X 8 = 9*6 tons. 

Supposing the elasticity to remain uninjured, and the top plates of 
,the tube to be compressed, in the direction of their lengths, to the extent 
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of 12 tons per square incby or half as much again as in (he former case, 
the extension per square inch, at the bottom would be |- x 9'6 s; 14*4 
tonSy and the weight which the tube would be supporting, including that 

from its own mass, would be ^ = 1626*7 tons. 

In my former Report on the Conway Tube, as then proposed, I 
showed from the results of several experiments, that wrought iron, 
strained by Uiuum beyond about 15 tons per square inch, or by 
compreMian beyond 12 tons, would be destroyed for all practical 
purposes. It was likewise shown, that a weight of 12 tons per square < 
inch produced a decrement of about ^fs-rd of the length. 

It would appear from the preceding computation and remarks, that 
a tube of these dimensions, if made without joints and loaded without 
vibration, would bear a weight in the middle, including the pressure 
from its own weight, of 1627 tons, without entirely destroying the 
utility of the material. But plates united by riveting in the best 
manner, in common use, are weaker than plates without joints, in the 
ratio of 3 to 2 nearly; we ought, therefore, to reduce die computed 
breaking weight, in that ratio, or even a greater, since the computation 
is made on the supposition of the tube being without joints, and loaded 
without vibration. 

Radius of Curvature of the Conway Tube. 

It has been mentioned before, and was shown in the preceding 
Report, that wrought iron, compressed with a force of 12 tons per 
square inch, will be reduced in length about 7^7 rd; and that the radius 
of curvature of the tube, when its top is compressed to this extent, 
will be equal to 863 a, where a is the distance of the top from the 
neutral line. In the proposed tube this distance is 138' 16 inches 
(see page 84), and taking 12 tons per square inch as the greatest 
weight the tube will bear, without destroying the utiUty of the material 
by compression, its radius of curvature will then be 138*16 x 863 ss 
9936 feet =: 1*88 mile. 

Deflexion of the Tube. 

As this tube was not intended to be uniform throughout, but some- 
what less in depth towards the ends than in the middle, its deflexion 
was not then computed, especially as it was not expected to differ much 
from that of the former tube. 

Supposing it to be uniform throughout, we should have (from page 80), 

i = ^ — =^, the values of which, applied in the present tube, give 

\)fnJa 
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where f is the deflexion^ and tc the weight in the middle of the tube. 

If f£rs 1626*7 tons, the weight which wottld compress the tube to 12 
tons per square inch at the top (see last page), 

Js -00966691 X 1626-7 =s 16-66 inches, 

liie utmost deflexion it might be expected to bear with safety. 

The tube, if bent by its own weight, would be deflected ^hs of what 
it would hare been, if the same weight had been suspended from the 
middle. 

The weight was stated to be 1300 tons nearly; the deflexion from the 
weight alone might, therefore, be expected to be 

J = -00966691 X f X 1300 = 7-773 inches. 

Riveting of the Tuhei. 

As the transverse str^gth of tubes depends principally upon their 
power to resist puckering at the top, and tearing asunder the riveted 
parts at the bottom, and as the former can generally be avoided by 
increasing the thickness of the plates at the top, it was very necessary 
that the riveting should be good. My former experiments had shown 
that a double row of rivets, alternating with each other, increased 
considerably the strength over that obtained from one row. To unite 
the large plates at the bottom of ^he tubes, the ends having been 
brought together, two small plates or bands of iron, the united thidc- 
ness of which was somewhat greater than that of each plate, were used. 
These small plates or bands were laid over and under the joint of the 
large plates to be united; and each large plate was united to the bands, 
and thus to each other, by two rows of riveting, four in all. In cases 
where the strength was wished to be as near to that pf the plates to be 
united as possible, three rows of rivets instead of two, six in all, placed 
alternately, were employed to form the joint. The union of the plates 
in the top of the tube was often effected by employing one strong plate, 
instead of two, as the joint in this case had to resist a thrust, and 
needed only to have the plates kept in a straight line, and pressing 
throughout against each other. 


Our extracts from the Parliamentary Report cease here, for, to our 
great regret, the scope of this supplement will not allow us to in- 
corporate in it the whole of the Tables of Experiments so skilfully, 
so carefully carried out by Mr. Hodgkinson. In the text we have 
introduced references to them, precisely as they occur in the original 
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document, so that the reader may be facilitated in the consultation 
of the Report, should he require more definite, or more detailed 
information with respect to them. For all practical purposes, however, 
we have thought that the abstracts embodied in the portions of the text 
we have availed ourselves of contain as much as is usually required. 

Indeed, from the fact that Professor Willis has undertaken to revise 
the whole question of the resistance of materials, the necessity for our 
endeavouring to combine such^ighly important subjects with our own 
practical observations upon the different materials employed in the 
construction of bridges, has been entirely obviated. The elaborate 
character of the investigations connected with the resistance of ma- 
terials demands, moreover, so vast, an amount of knowledge of the 
higher branches of the mathematics, that it must be a matter of con- 
gratulation to the whole body of the profession, that so eminent an 
authority as Professor Willis should have undertaken to execute them. 
We have, therefore, stopped our extracts at the close of the interesting 
Appendix furnished by Mr. Hodgkinson, leaving the results obtained 
from the experiments upon passing weights, and frequently repeated 
percussion, to be treated by the abler hands of the Professor. 

In this number of our Supplement, we have inserted the computations 
made by Mr. Hodgkinson, to ascertain the strength of the respective 
designs made for the Conway and Menai Bridges. We would call 
particular attention to them, as illustrating the character of the cal- 
culations necessary to be made before commencing any large or unusual 
kind of construction. Had such careful and elaborate investigations 
been made more frequently during the execution of the immense 
public works lately erected in England, in all probability many of 
the failures which have occurred might have been avoided. At any 
rate, we find in this case, that in consequence of the wonderful skill, 
the patient investigation, and the sound judgment of all the parties 
connected with these works, not only has success crowned the first 
attempt to execute bridges of the astounding character of those in 
question, but that even at present, with all the advantages of ex- 
perience, very little change can be suggested in the details — none in 
the important principles of the construction. Where all parties con- 
cerned have so nobly concurred to attain such eminently successful 
results, it is almost impossible to award praise to any one in particular. 
Yet, if we might be allowed to make any distinction, after firstly 
expressing our admiration of the originality of conception on the part 
of Mr. Stephenson, we would dwell with the most satisfaction upon 
the scientific ability displayed by Mr. Hodgkinson. 
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No8. XI., XII., XIII., XIV., AND XV. Plan, Elevation, and Detatls op 
THE Bridge over the Gomicebcial Road, fob the Blackwall Ex- 
tension Railway. 

This Terj beautiful application of wrought-iron to the purposes of bridge 
building, was executed by Messrs. Fox and Henderson, under the directions 
of Joseph Locke, Esq., M.P., Engineer for that line of railway. 

For moderate spans, such in fact as occur most frequently in the practice 
of engineers in our country, the principle adopted in this bridge is unex- 
ceptionably the most reasonable. To lighten the beam in the parts where 
material only acts injuriously by its weight, is so evidently the logical course 
to be followed, that we may almost wonder at the choice of any other 
principle, unless very cogent reasons of economy should influence the decision 
of the material to be adopted. If the foundations upon which such bridges 
haTo to be erected be exposed to danger from a superincumbent weight, 
the preference to be accorded to such light structures is self-evident; and 
if the extra labour in constructing the bow-string girders, as Messrs. Fox 
and Henderson call the ones we are now considering, be not a source of 
greater expense than the introduction of the solid sides used in the ordinary 
plate-iron bridges, we may fairly express our astonishment at the prevalence 
of the latter very ugly, and comparatively speaking somewhat unphilosophical, 
structures now being erected in such numbers throughout the length and 
breadth of the land. 

The form of the bow-string bridge admits of its attaining the nearest 
practical approach to that of a solid of gpreatest resistance; and at the 
same time that the useless material about the neutral axis is economized, 
all that is above the line formed by the figure of the solid of greatest 
resistance is dispensed with. Such a bridge must, therefore, with less material, 
present greater strength than one executed with straight plate-iron girders, 
besides possessing the advantage of loading the foundations to a considerably 
smaller extent. 

But the example before us seems open to some criticisms, or rather, as 
occurs with all new inventions, practical experience has discovered certain 
defects which were not suspected in the commencement, or has led to the 
suggestion of improvements in the details. Thus, it is more than question- 
able whether it would not be preferable to have substituted cast iron for 
wrought, in the construction of the bow. The effort this bow has to resist 
is entirely one of compression, and the relative superiority of cast iron in 
such a position is far too well known to require us to dwell upon it here. 
A certain difficulty would arise in the execution, from the great length of 
castings required; but that might be obviated either by making them upon 
the system of M. Polonceau, or upon that introduced by our ingenious 
countryman Mr. Charles de Bergue. At any rate, the difficulty is a mere 
mechanical one, and not of a nature to inspire much anxiety. Perhaps, also, 
the form of the links of the bow-string may be open to some objection. In 
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fact, Mr. Fox has himself lately made a series of experiments, which led 
him to believe that we have not yet arrived at the true form to be given 
to the links of a chain exposed to an effort of traction. 

The manner in which the St. Andrew's crosses are brought together and 
tightened up, is also defective, insomuch that if the whole work be not exe- 
cuted and put together with mathematical precision, an unequal settlement 
may occur. We find, indeed, that after the proofs, a permanent movement 
had taken place; that is to say, that the girder did not resume its perfect 
horizontality. This was evidently owing to the fact that the works were 
taking their bearings, to use a workman's phrase. Doubtlessly no danger 
existed, nor was there any reason to dwell upon the appearance thus pre- 
sented, for it could at once have been obviated by keeping the bottom line 
of the girder enough above the horizontal line to compensate for this trifling 
deflection. But since unequal strains are sometimes produced when works 
are thus left to find their own bearings, it is preferable to avoid such actions, 
if possible. We propose to give hereafter an illustration of a system of 
bow-string bridge, in which this inconvenience is attempted to be obviated. 

The manner in which the transverse bearers are attached to the main 
girders is also open to objection. As they were executed on this bridge they 
produce an efibrt of torsion on one side only of the girders; nor are they so 
solidly fixed as they would have been, supposing them to have borne alike upon 
the external as upon the internal faces. 

In the proofs of the two girders forming the main part of the structure 
of this bridge, the load was laid upon 16 intermediate points in the length, 
and consisted of a series of weights equal to 18 tons, applied at each point, 
or 288 tons in all, upon each beam. The effects produced were as follows, 
the falls being measured at the respective points where the weights were 
applied: — 

GiBDEB No. 1. 



2 and 8 

2, 3, 4 and 

2 toO 

2 toll 

All 


loaded. 

5 loaded. 

inclufit'e. 

inclusive. . 

loaded. 

Inch. 

Inch. 

Inch. 

Inch. 

Inch. 

Fall at No. 1. 

0-01 

004 

0-04 

0-05 

005 

2. 

0026 

0-076 

0-1 

012 

016 

3. 

0-026 

0-106 

0-16 

0-2 

0-23 

4. 

003 

01 

0-2 

0-26 

0-3 

6. 

0026 

0076 

0-23 

0-28 

0-34 

6. 

0-026 

0076 

0-24 

0-31 

0-38 

7. 

0016 

0076 

0-286 

0-31 

0-39 

8. 

0-016 

007 

0-23 

0-306 

0-4 

9. 

0016 

006 

0-21 

0-296 

0-395 

10. 

0016 

0056 

0195 

0-285 

0-38 

11. 

0016 

06 

0-18 

0-256 

0-365 

12. 

0016 

004 

0-15 

0-225 

0-335 

13. 

0016 

0-02 

0-11 

0-17 

0-28 

14. 

. . • 

0-016 

0076 

0-14 

0-23 

16. 

. • • 

0-005 

0036 

0076 

014 

16. 

• * • 

006 

0-015 

0026 

0053 
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The load was applied on the Srd of Jane, 1848, and left on till the 6th. The 
deflection was taken on the 5th and 6th, and found to he precisely the same as 
upon the Srd. The moveahle shoe was affected hy the diurnal changes of tem- 
perature ; but it was found to occupy the same position upon the 6th that it had 
occupied on the Srd. 

Proof of Girder No. 2. 



Load on Points 

Load on all 

Load 

Fall at point No. 1. 

2 to 9 inclotiTe. 

Pointi. 

removed. 

0-218 

0-307 

0-239 

2. 

0-302 

0-458 

• t • 

8. 

0-380 

0-552 

0-322 

4. 

0-427 

0-658 

0-354 

5. 

0-458 

0-708 

0-385 

6. 

0-458 

0-760 

0-396 

7. 

0-458 

0-796 

0-395 

8. 

0-442 

0-822 

0-416 

9. 

0-421 

0-822 

0-421 

10. 

0-385 

0-812 

0-427 

11. 

0-343 

0-791 

0-427 

12. 

0-322 

0-770 

0-427 

13. 

0-276 

0-708 

0-416 

14. 

0-ti29 

0-645 

0-406 

15. 

0-198 

0-552 

a • t 

16. 

0-125 

0-411 

• * • 


It may fairly be asked why, even supposing wrought iron be the material 
chosen for the bows, the form should be made square, instead of circular, in sec- 
tion. Certainly there is an economy in the workmanship of a square tube over 
that of a circular one. But as Mr. Hodgkinson*s experiments in this case con- 
firm the previous deductions from theory, that the most judicious arrangement 
of a definite quantity of material to resist a strain, either of compression or 
extension (the thickness being of course varied in the upper or lower portions, 
according to the nature of the material employed), is to make it assume the form 
of a circle, there hardly seems any determining reason why that should not have 
been adopted. No observations appear to have been made during the trials 
upon the changes of form assumed by the bow. 

The objections we have ventured to make may be considered hypercritical ; 
but such really meritorious constructions as the ones we are considering can best 
afford to support them. The questions we raise merely regard details ; the main 
principles which distinguish this invention from the many other applications of 
wrought iron, are quite removed from the discussion. Whatever opinion we 
may arrive at upon the points mooted, we must agree that the bow-string 
bridges are the most logical, and the most economical applications, of the 
material so much in fiEishion just now, which we can meet with. Upon the 
Blackwall Eailway, the two bridges erected upon this principle, one over the 
Eegent^s Canal, and the other over the Commercial Road, are, iu fact, the 
only works which merit a special examination, although the whole line has been 
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executed in the face of every kind of difficulty with the most utter recklessness 
of cost or possible return to the unfortunate shareholders. As a recent Reviewer 
observed, such a line must ever remain an inexplicable phenomenon. i 

Nos. XVI., XVII., AND XVIII. Bridge over the Thames at Hichhond, j 

ON THE Richmond Railway. J. Locke, Esq., M.P., Engineer. 

Few of our modem engineers have been so successful as Mr. Locke in the 
economical application of cast iron. Upon the Grand Junction, and upon some 
of the Scotch railways, are numerous instances of the great skill with which 
he has applied that material. The Richmond Railway, with its loop lines, com- 
prises some works of a similar character, including three bridges over the 
Thames, from which we have chosen the example before us to illustrate the 
actual state of professional practice in similar cases. 

At the present day there are no questions as to the scientific construction of 
such bridges to be solved ; for the researches of Tredgold, Barlow, and Hodgkin- 
son have settled every one which might arise as to the form and disposition of 
the mass of the material. In the instance before us, however, it may admit 
of discussion, more on the score of taste than on any other, whether the arrange- 
ment of the spandril filling might not have been modified. When a load 
is brought to bear upon the extrados of an arch, there is always the appearance 
of a false bearing, unless the lines of its direction be normal to the arch itself. 
In a cast-iron bridge this remark does not apply with the same force that it 
would if any other material had been employed ; but we are so much the crea- 
tures of habit, that our preconceived notions of solidity are certainly more gra- 
tified if we find the same principles of construction followed in all cases. It is 
for this reason that the spandril fillings of the Southwark and of the Lara 
Bridges, produce so much more agreeable effects upon the eye than the filling 
Mr. Locke usually adopts. 

With this exception, and it is hazarded more as a question of taste than as 
being of any constructive importance, the bridges on the Richmond and Wind- 
sor line are elegantly proportioned, and veiy economically constructed. The 
foundations of one of them yielded, and to a certain extent ii\iured the appear- 
ance of the masonry. But it was one of the first essays on a large scale of a 
new system of constructing the foundations of bridges ; and, as always occurs 
in such cases, practical difficulties arose which involved movements of the 
superstructure, deforming it a little, although they in no wise compromised its 
solidity after the necessary repairs had been efiected. The Barnes and the 
Richmond Bridges were founded in the usual manner, by means of cofier-dams, 
from which the water was pumped out, and the masonry laid dry. In the exe- 
cution of the Windsor Bridge, Dr. Pottos system of cylinder piles was adopted; 
but from the cylinders not having been driven sufficiently deep into the ground, 
or from the existence of a compressible bed beneath them, the piers sank un- 
equally. The defects were remedied very successfully ; nor has any subsequent 
danger manifested itself. The slight failure also must not be considered to pre- 
judice in any way the merits of Dr. Potts system. It was, in fcust, merely one 
of the class of mishaps which so often attend the introduction of even the most 
useful or perfect inventions. 
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The coffer-dams of the Barnes Bridge were thrown out to a depth of 28 feet 
from high-water mark ; the thickness of the paddle heing made 4 feet 6 inches. 
According to Belidor's rule, which, hy the way, is evidently in excess of the real 
strength required, the dimensions of these coffer-dams were fer too feehle. Be- 
lidor would have required the thickness to have heen ahout 15 feet over all, for 
he states that, up to 9 feet, the thickness of a dam should he made equal to 
its height, and that heyond 9 feet in depth, 1 foot should he added to the thick- 
ness for every 8 feet in height. Rondelet recommends that, up tx> 9 feet in 
depth, two-thirds of the perpendicular dimension he taken for the thickness, 
and that the suhsequent augmentation he according to Belidor's rule ; namely, 
1 foot in thickness for every 3 feet in height. Even this would have required 
the dams of 28 feet depth to have heen 12 feet wide, which is still far in excess 
of modem practice in such works ; hut at any rate the results proved that the 
thickness given to the dams for the Barnes and Richmond Bridges was far too 
little ; they certainly should not have heen less than H feet thick, even with 
the most perfect system of cross-strutting possible. It is perhaps one of the evils 
attendant upon the railway system, that the extreme rapidity and economy of 
construction they require, induce engineers to encounter risks for the attainment 
of these objects. Perhaps also professional men are, under such circumstances, 
induced to leave too much to the practical skill of their contractors, as Mr. 
Hughes stated in the previous part of this work. In the case under our con- 
sideration, for instance, it is almost doubtful whether the dimensions of the 
coffer-dam were prescribed in the specification for the execution of the bridge. 
Belidor and Rondelet's rules lead evidently to an excess of strength ; but the 
coffer-dams used on this line were nearly as much in error in the opposite 
direction ; they were only maintained by constant works of consolidation, and at 
all times inspired great fears for their powers of resistance. The reader who 
may desire more detailed information upon the subject of apportioning the 
strength of coffer-dams, is referred to an able paper contributed by J. Neville, 
Esq., to the " Civil Engineer and Architects Journal of 1840," page 78, and 
subsequently. 

In some cases it was found to be impossible to keep out the water ; and when 
this took place the concrete was conveyed to the bottom by means of a 
water-tight tube, so as to prevent the stream from washing away the uncombined 
lime. Similar cases often arise in practice, and much difference of opinion exists 
as to the best manner of executing concrete when they do so occur. But the 
essential principles to be observed unquestionably are, that the lime be properly 
reduced to the state of a hydrate before being mixed with the ballast or shingle ; 
and, secondly, that the concreting mass be removed from the action of running 
water as much as possible. The Editor has seen, in some very important 
hydraulic works executed near London, the unslacked lime mixed with the bal- 
last, and the whole thrown in loosely from above, without the intermission of 
any shoot, or other similar contrivance. Unfortunately, although such a pro- 
ceeding is absurd, unphilosophical, and ridiculous to the highest degree, it is so 
common that it is almost necessary to call attention to it. The whole of the^ 
practice of English engineers, especially of those in London, is, however, veiy 
defective in all that regards the use of lime ; and it were very desirable that their 
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attention were more particularly directed to the qualities and mode of action of 
this common but all-important material. The system adopted in executing the 
foundations of the bridges upon this line, when it became necessary to execute 
the concrete under water, merits therefore particular notice. 

Perhaps it would have been more advisable to have made the springing-plates 
of the arches continuous throughout the whole length of the piers, instead of 
merely making them long enough to receive the girders in immediate conti- 
guity to one another. Such a continuous springing-plate would have divided 
the insistent weight over a larger surface of the pier, and would certainly have 
bound together in a more perfect manner the upper structure. The saving of 
metal must have been so small, that it is to be regretted that a consideration of 
economy should have been allowed to interfere. 

The form given to the meeting-joint also admits of criticism, because al- 
though, when the meeting flanges of the girders are bolted together, the sepa- 
rate portions cannot act freely as vou88oirs,^et it would have been desirable to 
have kept the line of the joint normal to the curve throughout its length; at 
any rate, it would have been more easy to have made the joint true, if it had 
been in an unbroken line, than in the complicated form it actually presents. 

The Barnes Bridge differs from that of Richmond in this, that the arches are 
of 120 feet span by 12 feet versed sine. The arch of the inner girders was 
8 feet deep in all, and consisted of a bottom flange 10 in. wide by S in. thick ; an 
upright web 2 in. thick, and a top flange 8 in. wide by 2 in. thick, in which a 
groove was made to receive the spandril filling. With the exception of the in- 
crease of strength necessary on account of the greater span, there is no essential 
difference in these bridges. The elevation of the Barnes Bridge is rather more 
ornamental than that of Eichmond. 

The mode of carrying the roadway upon joists and planking is certainly econo- 
mical in the first construction ; but, unless there were very cogent reasons for 
economy, it would have been preferable to execute this part of the structure in 
a more definite and permanent manner. It often happens, however, that mere 
local considerations interfere with the attainment of what we may style theoretical 
perfection in these details. 


Note upon Dr. Pott's Patent Pneumatic Apparatus for Sinking Foun- 
dations BY MEANS OF ATMOSPHERIC PRESSURE IN DeEP WaTER, MOVE- 
ABLE Sands, Mud, Shingle, or Bog, especially with Reference to 
THE Windsor Bridge, and upon Pile Foundations in general. 

This invention, which is the subject of a patent, is for improvements in the 
construction of foundations (under any of the circumstances mentioned above) 
for piers, embankments, breakwaters, or other similar constructions. It is 
equally applicable for the sinking of well? in analogous positions. 

It consists in the use of hollow tubes, usually of cast iron, of any size, and 
almost of any shape, which are sunk into their places by means of the atmo- 
spheric pressure. The lower extremity of the tube is open, and being placed 
upon the ground, of whatever nature it may be, the air, water, or semi- fluid 
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material ia the inside is extracted by pumps, or by any of the oBually employed 
methods. When the more solid materials are removed, it is usual to create a 
vacuum, or, more correctly speaking, to rarefy the air in the interior of the tubes, 
by placing them in communication with large vessels, from which the air is 
previously withdrawn by means of a pipe and a stop-cock. As soon as the com- 
munication is effected, the air in the interior of the tubes rushes into the empty 
vessels, leaving the attnospheric pressure upon the pile-head without any coun- 
teracting resistance. If the strata to be traversed be of a yielding semi-fluid 
nature, they ape ^so acted upon by the same cause, and flow up into the tube, 
or hollow pile, which at the same time descends with corresponding rapidity. 
The materials thus introduced are removed, or, if the strata be more resisting, 
they are thrown out, so as to attain the greatest possible rarefaction of the air, 
and the operation is repeated until the piles are fully driven. A succession of 
tubes may be placed upon the fint by means of flanges, or other joints, so that 
they may be driven of any length required. 

The shapes of the tubes usually employed are either cylindrical, angular, or 
conical ; they may be made to fit into one another so as to form a continuous 
close piling; or they may be made with grooves to receive plates, such as have 
been employed upon the river-walls of the Thames. 

Upon the flrat introduction of this invention, it was applied more as a means 
of driving hollow piles of the usual dimensions of wooden ones. Subsequent 
experience has led to a considerable modification in its use. The fact that the 
atmospheric pressure is in the proportion of the surfiBusId exposed to its action 
has induced the patentees to increase the diameter of the piles gradually, until 
at length they have ceased to act in a manner such as we are accustomed to con- 
sider the latter to act. We shall revert to this subject in noticing some prac- 
tical applications of the principle. 

The principal advantage Dr. Pott's system possesses over every other manner 
of pUe-driving, consists in the fact that no vibration is communicated to the 
ground, and that the elasticity of the strata traversed is never brought into 
action. A remarkable illastration of its advantages in this respect occurred on 
the Goodwin Sands, where a tube 2 feet 6^ inches in diameter sunk to a depth 
of 32 feet 7 inches in six effective working hours ; whereas a bar of iron 3 inches 
in diameter could not be driven more than 13 feet, at which depth it required 
46 blows of a monkey weighing 10 cwt., falling through 10 feet, to advance it 
one inclL In such sandy soils, and sometimes also in clay soils, it is neces- 
sary to drive common piles with the large, or butt-end downwards, to prevent 
the elasticity from positively forcing them up again. 

Notwithstanding all that has been said upon the subject of foundations, there 
still appeara to be a considerable amount of uncertainty in the practical appli- 
cation of our knowledge to the execution of such works, and it may perhaps be 
advisable in this supplement, which is intended principally to treat of practical 
questions, to dwell at length upon one of such vital importance to the solidity of 
any engineering construction. It often happens, indeed, that an untoward cir- 
cumstance like the one which occurred on the Windsor Bridge, is a more fruitful 
source of instruction than even a decided success. Let us try to derive as much 
benefit as possible from the present occasion. 
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In all cases where foundations are to be based upon strata which in their 
natural state would be unquestionably fit to receive any superstructure, it is 
necessary to examine whether they be liable to decomposition by being placed 
in contact with the air or the water. The universally received opinion of engi- 
neers and architects in England appears to be, that the London clay is of a per- 
fectly homogeneous character throughout its whole thickness, and that as soon as 
a foundation has been carried down to it, all fears of its solidity are at once to 
be banished. Like all general rules, this appears to be on]y admissible with 
a reservation. Especially upon the outcrop of the subjacent strata, we are ex- 
posed to meet with beds of a much less resisting character beneath it ; and it 
also sometimes happens, that, if water be introduced within the clay itself, as 
arises when the piles are driven immediately into it, the water forcing its way 
by the side of the piles, the clay becomes softened. In making the sound- 
ings for any heavy structure, through the strata of the London Basin, it is 
therefore necessary to continue them to a considerable depth below the surface 
of the blue clay, to ascertain whether there be a sufficient thickness of that form- 
ation between the intended bottom level of the foundations and the more yield- 
ing strata intercalated between it and the great bed of the plastic clay formations. 

In the Windsor Bridge the cylinder piles were driven through a stratum of 
gravel, into which they penetrated with difficulty, and were carried down into 
the London clay. It was necessary to hurry on the work, and the precaution of 
loading the foundations before carrying up the remaining portions of the bridge 
could not be taken. One of the piers sank bodily, after it had remained in its 
position a considerable time, but the movement was greatest towards one end of 
the pier. Now the probability is, that in this precise position the London clay 
is not very thick, for the chalk outcrops at a little distance from Windsor. At 
the place where the greatest movements took place, veiy probably, also, owing 
to some irregularity in the surface of the subjacent strata, the thickness might 
have been less than in the other parts. The water, conducted down the sides of 
the cylinders, then, might have softened the clay and diminished its powers of 
resistance ; and this action, of course, would have been the greatest where the 
thickness was least. In this case it would appear that it would have been 
advisable to have stopped driving the piles as soon as they had attained a suffi- 
cient depth in the gravel, which stratum would in all probability have distributed 
the superincumbent weight with perfect success. 

The cylinder piles used in this bridge were 6 feet in diameter, whilst 
the least width of the piers was 6 feet 6 inches. This would also, no 
doubt, have contributed to their comparative failure, for it must be evident 
that the proportions between the width of the foundations and of the upper 
structure should have been the very reverse of what took place in this in- 
stance. There are, however, considerations afiecting the movement of piles, 
which may, perhaps, lead us to question whether it would not have been 
preferable to have obtained the increased surface of foundation by means of 
a greater number of small piles than by augmenting the diameter of those 
actually employed. The resistance of a pile to downward pressure is in 
proportion to the perimeter exerting friction upon the ground traversed, and 
is usually calculated, for soft mud, at about 451bs. per foot superficial. It 
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then increases simply as the diaraeteiB of the piles, two piles of 3 feet 
diameter offering the same resistance as one of 6 feet. They would have 
required of course less material, and as they would have been driven at a 
slight distance from one another, they would have distributed the weight 
over a larger portion of the subjacent strata. In the foundations for the 
piers of a small viaduct upon the Chester and Holyhead Railway, traversing 
an arm of the sea, in the Isle of Anglesea, Mr. Stephenson adopted the plan 
of driving small piles of merely one foot in diameter, as in the accom- 
panying sketch, and upon the top of them a cast-iron plate of the whole 





o 


o 



width of the footings was, placed. In the Windsor Bridge, however, the 
cylinder piles were arranged as below, with a broad cast-iron whaling-piece 
attached to the sides, and thick Yorkshire landings laid on the top, to 
receive the footings. The interiors of the cylinders were excavated, and they 
were filled up with concrete. It must, however, be acknowledged, that if 
there be an economy of material in the use of the small piles, yet the 
greater facility of driving the large ones may in many cases more than 
counterbalance the importance of that consideration. For, as the pneumatic 
pressure is in the proportion of the surfaces of the pile heads, it follows 
that it increases in the ratio of the squares of the diameters; comparatively 
speaking, there is greater facility in driving a cylinder of a large than of 
a small diameter. 



There is a difference, nevertheless, in the mode of action of the two 
systems (viz., of the large and the small piles), which has not yet been 
made the object of a scientific investigation commensurate with the im- 
portance of the subject. The former are, in fact, means by which a series 
of isolated columns are carried up from what is supposed to be a solid 
foundation to the footings of the structure. The latter act substantially as 
piles, but the laws which regulate their descent, or their influence upon the 
subjacent strata, are unknown. We have, indeed, no data upon which to 
found any reasoning upon the effect of their continuous sharp edges upon the 
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ground ; or upon the difference the smooth nature of the material of which 
they are made may produce in the amount of friction they exercise on the 
media traversed. For the successful application of the large cylinders, it 
would appear to he necessary that the whole of the ground in the interior 
be removed; for, otherwise, the concrete filling which is supposed to render 
them equivalent to solid columns, can never be applied close to the sides 
of the tubes. It must be filled in dry, and carefully driven into the 
comers, or the projections of the flanges in the interior will interrupt the 
continuity of the mass. 

We would call particular attention to the question abovementioned, of the 
influence of the continuous sharp edge round the piles driven by Dr. Pott*s 
system upon their bearings; for it would appear to lead to a different 
result from that produced by the elongated pyramidal form of the end of 
the common pile. Indeed, careful observations are required before any 
decisive opinion can be formed as to the real merits of the system, or of 
the best methods of applying it. The only questions, however, which can 
arise, are those connected with the form and the material used in the piles 
themselves. No doubt whatever can exist as to the immense superiority of 
the application of pneumatic pressure for the purpose of driving piles of 
large dimensions, over the usual method of what we may truly call brute 
force, by the use of the monkey. 

It is very difficult in the present state of our knowledge of the results 
produced by the cylindrical piles, to form any but an approximate estimate 
of the amount of difference in the power employed in the respective systems. 
When the surfaces of the pile-heads are small, the mass of the monkey 
considerable, and the fall great, the ancient method of driving is the more 
powerful. When, however, large cylinders are used, we find that, firstly, 
they cannot be at all driven in that manner; and, secondly, even if they 
coidd, that it would be more economical to employ the pneumatic pressure. 
The power of a monkey, or its momentum, depends upon its mass and the 
space it traverses; that of the pneumatic pressure must depend upon the 
proportion of the rarefaction of the air produced in the interior of the pile, 
compared with the density of the external atmosphere. No sufficiently 
detailed observations have been made upon the application of Dr. Pott's 
system, to allow us to advance anything at all positive upon this portion of 
the subject. We, therefore, content ourselves with stating briefly the laws 
generally admitted to govern the ancient system of pile-driving, and of 
pointing out the superiorities of Dr. Pott's system in some of the details 
which complicate the execution of such works. 

We find by experience, that the descent of a pile driven in the usual 
manner is proportional to the mass of the monkey, added to that of the 
pile, multiplied by the square of the common velocity of these two bodies 
after the shock. Or, representing the mass of the monkey by m, that of 
the pile by m\ the common velocity of the monkey and the pile after the 
shock by u, and the velocity of the monkey before the shock by V, the 
descent may be stated by the following formula : 
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^ ^ ^ '^ (m + my (m -f w ) 

Now, V' = 2^^, in which ^ represents the effect of gravity produced in 
one second, according to Whewell, 32^ feet ; and h represents the fall of 
the monkey. The descent is then proportional to 

1 -f — 
m 

The first of these expressions shows that the descent of a pile is pro-- 
portional to the fall of the monkey; the second shows that residt mh will 
produce a greater useful effect in proportion as the mass m is increased; 
and that, consequently, the economy of labour, which is in fact represented 
by m%, would lead us to adopt heavy monkeys, falling through heights 
vaiying with the resistance met with. A practical limit is however created by 
the tendency of the pile-head to split, or become spongy. The usual height 
given to the fall varies from 8 to 13 feet; and for the last blows it may 
even be made as great as 20 feet. 

As a general rule, a pUe should not be considered driven home, or to 
have "refused** until it is found that a series of ten blows from a monkey 
weighing 12 cwt. will not drive it more than 1^^ inch. But there are cir- 
cumstances when it is advisable to cease driving before attaining such a 
theoretically perfect resistance; and we find in practice, that double that 
descent is frequently considered satis&ctoiy. The mean sectional area of 
the piles is usually that which would result firom the sides of a square -^th to 
•j^th of the total length, and the distance from centre to centre is from 2 ft. 
8 in. to 3 feet, when the load to be borne by each pile does not exceed 
twenty-five tons. Bondelet's rule of only bringing 490 lbs. upon every super- 
ficial inch of the sectional area would induce us to regard the weight of 
twenty-five tons above given as slightly excessive; he, however, leaves out 
of account that they are considerably strengthened by the resistance of the 
ground to any lateral displacement. But we must allow in practice for so 
many disturbing actions, th'at perhaps, after all, Eondelet*8 rule is the safest 
guide. 

Some experiments were made at Havre, by which it was shown that if 
a pile was left one metre above the ground (3 ft. 4 in. English, nearly), 
the diameter being 24 centimetres, or 9^ inches, it carried 54 tons 6^ cwt 
before crushing. The piles of the old bridge of Tours crushed under a 
similar weight, so that it may fairly be assumed as the limit of resistance. 
Rondelet*8 rule would not have made the permanent load above 16 tons. 

It has been noticed under some circumstances, that a pile which could 
not be further driven by the blow of a heavy monkey falling from a great 
height, recommenced its descent when struck by a lighter monkey, fiEdling 
from a less height. This apparent anomaly is to be explained by the in- 
crease of the reaction in the ground, developed by too powerful a moving 
force. The movement of trepidation communi^ted to the pile, requires, in 
all cases, that occasional intervals of repose be left in the applicati(m of the 
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blows; and it is for this reason that, in all carefully- executed works, the 
driving a pile after it has appeared to ** refuse ** is resumed on the next day. 

Dr. Pott*s method of employing atmospheric pressure entirely obviates the 
inconvenience of the trepidation, or the reaction developed by the former 
method. The piles descend gradually, and without a shock, so that no vi- 
bration is communicated to them or to the ground. Unless, then, the water 
they conduct to the lower strata decompose these last, when once the piles 
have attained the limit of the " refusal," they are not likely to descend at any 
subsequent period, however remote. 

Another advantage in the mode of driving piles by Dr. Pott s principle, 
is, that it enables us to place them more absolutely in the direction parallel 
to the resultant of the upper load. With the usual means employed, it is 
not possible to insert a pile at an angle of more than 30° from the vertical. 
As the atmospheric pressure acts in every direction, no such limit is to be 
fixed to the application of the cylinder piles. 

In driving through hard uneven ground, it is often found, as before said, 
that wooden piles either split, or become spongy at the head, from the effects of 
the frequent percussions ; and this takes place in spite of all the precautions 
of hooping them, or of using a cushion. This inconvenience is doubly obviated 
by Dr. Pott's piles; by the material of which they are made in the first 
place, and by the system of driving in the second; for it might, under 
certain circumstances, be applied to wood piles also. 

We may, perhaps, be pardoned for digression from the immediate subject 
of our work, to mention a practical instance in which the cylindrical piles 
might have been employed with great success. On the Railway from Munich 
to Augsbourg, it was necessaiy to traverse a marsh, in which the solid earth 
was about 15 feet 6 inches from the surface on the average. The German 
engineers effected their object by cutting outfall drains to dry the portion 
to be traversed; they then dug holes, spaced alternately like the squares 
on a chess board, 2 ft. 10 in. apart, which were 1 ft. 10 in. square at the 
bottom, and 2 ft. 10 in. at the top. These were then filled in with im- 
permeable earth, forming, as it were, so many pillars, and the roadway was 
formed upon them. Evidently, in any similar case, much time would be 
saved, and a more permanent and solid structure ensured, by the substitution 
of cylindrical piles filled with concrete for the pillars of earth, which, how- 
ever carefully executed, must always be exposed to the danger of being 
undermined or diminished in bulk by the action of the water. 

Finally, there is a comparative advantage attending the use of the pneu- 
matic piles, in this — ^that they require far less preparatory works than tlie 
others, and that the machinery necessary for driving them is more easily 
transported from place to place. When the upper strata to be traversed 
consist of gravel, it is indispensable, if we employ wood piles, to dredge or 
remove it entirely, for the piles often meet with such resistances in passing 
through them, as either to break them or to turn them aside. As the 
pneumatic piles act upon a greater surface, they avoid these accidental ob- 
structions ; or at least, if they be of any large diameter, they overcome them 
by the greater power employed. As to the transport of the machinery, the 
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economy in that must be evident, when we consider the number of pile- 
driving engines necessary if a large number are required to be driven. 

In addition to the foundations of the Windsor Bridge, the large cylindrical 
pneumatic piles have been employed in the e):ection of a bridge over the 
Ouse, on the Great Northern Railway; and at the present time, Messrs. 
Fox and Henderson are about to put in the foundations of a bridge over 
the Medway, at Bochester, under the orders of Wm. Gubitt, Esq. The 
cyUnders in this case are to be no less than 10 feet in diameter. With 
such colossal dimensions they cease to be piles, to become in fact caissons. 
If they succeed, they will indeed open a new era in the history of the con- 
struction of foundations. 

Nos. XIX. AMD XX. Bbidoe of the Port db Pile, on the Creuse, fob 
THE Railway from Toubs to Bordeaux. {Compiled from Les AnruUes 
des Fonts et ChatusSes, October, 1849.) 

In England, the fashion for the use of iron, either cast or wrought, for 
bridge building, is so violent at the present day, that we are forced to seek 
our illustrations of modem practice and our notice of new processes of con- 
struction amongst our neighbours, whenever we examine the uses of the 
more anciently known materials. Iron, in its various forms, is a material 
offering great resources to the engineer, especially for the class of works 
required upon railways, in which rapidity of execution, great strength, and 
cheapness of construction in the beginning, are of such vital importance. 
The more common material, stone, is however so much superior in its 
lasting properties, and is so much less exposed to accidents, that it becomes 
almost a source of regret to observe the universal neglect with which it is 
treated. The age is indeed an iron age, especially in England. 

The bed of the River Creuse, in the portion traversed by the bridge of 
the Port de Pile, consists of a stratum of gravel overlying a black clay 
formation, from 26 to 30 feet thick. This clay is of a schistous nature, 
and, although slightly compressible, it was found, after a series of experi- 
ments, that it would support the weight of the piers, if the foundations 
were widened out considerably. The concrete was then made about 61 feet 
8 inches long, in the transverse direction to the axis of the bridge, by about 
33 feet 5 inches wide; and as the clay was liable to be carried away by the 
scour of the river, the depth was made about 13 feet 5 inches below the 
top of that formation. 

A large water-tight caisson, measuring at bottom 61 feet 8 inches by 
33 feet 5 inches, by 13 feet 5 inches deep, was constructed, for the first pier 
on the banks of the river, to inclose the mass of concrete upon which the 
pier was to rest. The caisson had a bottom rail or sill, 14 inches square, 
into which uprights 12 inches square were framed at distances of about 6 feet 
from centre to centre. Two horizontal whales^ 6 inches deep by 10 inches broad, 
were notched on the in and outside of these uprights ; and a row of cross struts, 
or raking braces, was introduced below the second whale, to the foot of the next 
upright. Close planking 2 inches thick, well caulked, was then nailed against 
the outside of the uprights and the raking braces, the planks were laid hori- 
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zontally, so as not to interfere with the whaling-pieces. A solid close frame of 
carpentry was thus formed, which was further strengthened during the progress 
of the works, by means of cross struts, to enable it to resist the pressure of 
the water. 

The position to be occupied by the caisson was first carefully dredged over 
the whole surface of the intended situation of the pier, so as to obtain as 
perfectly horizontal a surface as possible. A deeper trough was then formed, 
through the gravel to the surface of the clay, immediately under the future 
position of the caisson. It was then floated into its place between two 
barges, and lowered gradually by means of four crabs on each side until it 
rested upon the bottom. The water was pumped out, and then the caisson 
was sunk into the clay to a further depth of d feet 6 inches, by throwing 
out the earth upon which it rested, great care being taken to maintain it 
in its horizontal position. To prevent as much as possible infiltrations from 
the gravel, a risberm of impermeable clay was formed on the outside, and 
the under side of the sill was caulked with moss, or hay. The dryness of 
the interior of the coffer-dam was, however, only maintuned by the use of 
two powerful pumps; for, as might naturally have been expected, the water 
forced itself under the foot of the caisson, and between the beds of the clay. 

The foundations were thrown out 6 feet 10 inches in depth below the level 
at which the caisson was placed, and a wall, executed in coursed rubble 
masonry, as shown in the illustrations, was built close up to it and mounting 
about 4 feet 7 inches above the bottom line of the sill. The trench for this 
wall and the wall itself were executed before the sur&ce of the intermediate 
portion of the foundation was thrown out, in order to diminish the necessity 
for pumping. The interior of the retaining walls was then filled in with 
concrete, laid dry, sets off being made in the walls to form bond with the 
concrete. The surface of the latter, in the positions where it passed beyond 
the line of the plinth, was carefully paved with stone. The concrete was 
executed in bands 8 feet 4 inches wide, and as Dbu* as possible over the whole 
surface of the foundation, before the separate breadths had been allowed to 
dry ; the depth of the courses was from 12 to 14 inches each. All the surfaces 
of the concrete were well rammed with flat rammers presenting broad feces 
(so as to act upon a large quantity at a time), which were found to compress 
the concrete more equally than the narrow hammers in general use. 

The caisson for the second pier was constructed upon the barges, immedi- 
ately over the position it was intended to occupy, thus obviating the difficulties 
of floating it into place. It was completed in nine days ; the immersion was 
effected in one day ; eight days were employed in strutting the upper parts of 
the coffer-dam, rendering it as nearly as possible water-tight, and making the 
scaffolding ; one day was employed in pumping, nine days ^or the excavations, 
and eleven days for the execution of the masonry and concrete to the low 
summer level ; in all, thirty-nine days of effective work. The expense of the 
foundations of the first pier, leaving out of account the masonry, was about £1 040 ; 
of the second, it was £1160. A coffer-dam, executed in the usual manner, would 
certainly not have cost more than these caissons; but the motives which appear 
to have induced M. Boudemoulin to employ them were, firstly, the rapidity of 
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execution they admitted ; and, seoondlj, because the river Cber» of feeble depth 
in its ordinary state, being subject to irregular and very violent floods, the 
execution of co£fer-dams would unnecessarily have diminished the area of its 
flow; and, moreover, the variations in the level of the water would have 
rendered the oonstruction extremely difficult. With foundations of the nature 
of those met with in this river, there is also considerable danger in driving 
the piles necessary for an ordinary dam, because that operation is susceptible 
of producing movements of the lower strata, which would require them to 
be excavated throughout their whole extent; whereas, the foundations con- 
structed within the caissons, take their bearings upon a large sur&ce of 
undisturbed ground. 

The Oreuse, in the immediate vicinity of the bridge, has a fall of 7 in 
10,000; its flow is of coarse rapid, and it was necessary, therefore, to protect 
the new masonry from its action. The floods usually rise 26 feet in the 
winter, but they have been known to attain as much as 37 feet 4 inches. 
The depth of water at the low summer level is only 2 feet 10| inches. 

A very ingenious mode of striking the centres was introduced in the 
bridge of the Port de Pile, for the purpose of easing them gradually and 
without shocks, from which cause such serious inconveniences arise in the 
generality of cases. In many bridges it has been found impossible to drive 
back the wedges towards the middle of the span, even when a sheet pf 
metal has been interposed, owing to the enormous insistent pressure. It 
becomes often necessary, in such cases, to place narrower wedges by the side 
of the original ones, and to cut away the latter. The centre then drops 
suddenly, perhaps communicating its motion to the masonry; and, moreover, 
as it is impossible to cut away the wedges with perfect regularity, the centre 
becomes deformed in its descent; or one rib of a centre may be loosened 
before the rest, either causing distortions of the masonry, or rendering it 
necessary to restore that rib to its place by screw-jacks, to relieve the 
others still in their original positions. 

As M. Boudemoulin observed, the difficulty of producing movement in 
the wedges, arises from the hot that the fibres of the wood in the inclined 
faces penetrate into one another from the eflect of their load, and the 
alternations of dryness and moisture they are exposed to. The force which 
can be exerted upon them at the moment of striking the centres is never 
sufficient to overoome the friction arising from these causes. 

Experiments were tried to ascertain whether the difficulties attached to 
striking the centres might be obviated by placing the ribs upon fir sills 
during the execution of the work; the intention being to place wedges by 
their side at the moment of easing the centres, and to cut away the sills, 
so as to leave the ribs upon the wedges, which were then to have been 
lowered. The maximum weight able to be brought upon one pair of wedges 
was 45 tons in the bridge of the Port de Pile. 

Wedges of oak, whose sides were inclined in the proportion of I in 3^, 
the £ices being well greased, and a plate of iron also well greased being 
intercalated, were placed under an hydraulic press, and exposed to an action 
equivalent to a weight of 50 tons, yet they did not slide upon one another, 
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even when stmck with a large hammer. Other wedges of a compound na- 
ture, in three pieces, the top and bottom ones having one face horizontal, 
and the middle piece two inclined faces of I in 4, were tried, without pro- 
ducing a more favourable result. The inclination of the middle piece was 
carried as far as 1 in 3, on each side, but still there was no spontaneous 
movement. 

Sacks filled with sand were then placed under the press, the cloth of 
which they were made being very strong, and in the experiments the sand 
was dried. The flow of the sand through the necks took place with the 
regularity of a clepsydra, and it was at any moment stopped by merely 
tightening the string. The weight was increased to 60 tons, but was as 
perfectly under control as before ; even with an opening in the sack of 1 foot 
4 inches long, the flow was regular, and no sudden fall occurred. 

In consequence of the success of the experiments upon the sand in the 
sacks, the system used in this bridge was decided upon. It consisted in 
placing immediately over each point of support of the centres, a block of 
fir, on end, about I foot 4 inches square, the total number being 36 per arch. 
When it was desired to lower the centres, sacks (in common strong cloth, 
made open at both ends, and merely closed by a strong cord) filled with 
sand, were placed close against these blocks. The sacks to be placed at the 
points where the weight was greatest were double, and in all cases they 
were bound round the middle by a cloth, to increase their resistance in that 
portion. A small tube of cloth filled also with sand was introduced in the 
centre, to form, as it were, a nucleus. The sacks, when completed, were 
thus cylinders of about 1 foot 2 inches in diameter, by about 1 foot 4 inches 
long. They were placed upon a thin plank, and wedged up to the under 
side of the sill by fir wedges. 

The upright blocks were then cut away gradually, and the weight was brought 
upon the sand-bags. The first movement was produced by the compression 
of the sand, which was observed to be about 1 inch. The mouths left at 
the ends were then opened, and care was taken to regulate the flow of the 
sand, so as to obtain a regularity of descent, by means of a small wood 
frame at the mouth. As soon as the centre became detached from the arch, 
the ends of the sack were opened to their fiill extent, and the flow of the 
sand expedited, so as to lower the whole centre about 1 foot, at which height 
it might either be left, or a series of wedges of the remaining distance be- 
tween the sill and the supports might be introduced, to enable the sacks to 
be withdrawn and the descent continued. 

It was found that dried sand pressed veiy closely upon the sacks, and 
occasionally destroyed them; with sand] in its ordinaiy state they were found 
to resist better, but the escape was also less easy, for the pressure tended 
to make the sand aggregate. As an additional precaution, small blocks, 
varying in height as the centres were lowered, were introduced, to receive 
them in case of any sudden depression of the sacks; but in no case were 
thBy ever brought into action, so perfectly did the system answer. Indeed, 
during the whole time the operation of easing the centres was going on, no 
noise or creaking of the wood was heard, and it was only by measuring the 


DB8CRIPTI0N OF ILLUSTRATIONS. Ill 

distance between the sill and the top rail of the framework upon which 
the centres rested, that the lowering of the former could be perceived; nor 
could the separation of the centre from the arch be distinguished without 
observing the latter very closely. It is thus evident, that the system of 
easing the centres followed in this instance, allows them to subside gradually, 
so that the voussoirs cannot assume abruptly any movement; and, inasmuch 
as all the bearing points sink gradually, the pressures are uniformly dis- 
tributed. The system was applied for the three arches of the bridge of the 
Port de Pile, and also for four arches of a bridge over the Vienne, on the 
same railway, with perfect success; so that a sufficient number of practical 
experiments confirm its merits. The expense is also very insignificant, for 
the sacks, when single, only cost Ss. id., and when double 6«. 3(f. ; with 
some slight repairs the same sacks served for the seven arches. 

The arches of the bridge over the Creuse remained 21 days upon the 
centres, after they were keyed in ; they sank after the easing of the centres, 
in a very regular manner, a little more than 3 inches. During the execution 
of the arches a considerable movement took place upon the centres, to the 
extent of more than I ^ inch at the haunches, which was diminished as the 
work approached the key, where it was not more than i inch, owing to the 
tendency arches always have to force up the centre towards the key, even 
when they are loaded in that position. At the bridge in question, the weight 
placed at the crown was not less than 60 tons. The centre in this case 
was set out with an excess of height of nearly 4 inches beyond that re- 
quired for the curve the arch was intended to present at the termination 
of the work. 

The other works of this bridge, although executed with the admirable 
care and precision of the French engineers, do not contain anything calling 
for our special notice. Indeed, in the present advanced state of the Science 
of Bridge Building, all that remains to be done is to simplify the means 
of the mechanical execution. The principles have been ascertained so long 
since, that little room is left for the exercise of ingenuity, beyond the details 
connected with practice. 


DESCRIPTION OF ILLUSTRATIONS, 

WITH REMARKS UPON THE MODES OF CONSTRUCTION AND 

MATERIALS EMPLOYED. 


Nos. XXI., XXII., AND XXIII. Plan, Elevation, and Details of Wooden 
Eridoe oteb the Seine, at Eauplet, on the Rouen and Haybe 
Railway. — J. Looke, Esq., Enoinebb. 

This bridge is erected over the Seine, a little above the town of Rouen, in 
the faubourg called Eauplet, and is situated in the immediate neighbourhood 
of the point of junction of the Rouen and Havre Railway with that from Rouen 
to Paris. It forms a vqiy elegant object in a landscape of surpassing beauty, 
and is one of the most remarkable works on the line of railway to which it 
belongs, although there are few, either in England or abroad, in which so many 
difficulties have been successfully overcome. 

At the point where the bridge crosses the river, the Seine is very wide and 
deep ; and, as is shown in plate 21, it is divided into two branches by an island, 
which diverts the right-hand channel to such an extent as to require the piers 
and abutment on that side to form a considerable skew with the axis of the 
bridge. The width of the water-way in the ordinary states of the river, and at 
high tides, is about 600 feet The depth of the water is usually about 28 feet, 
the tide rising sometimes rather more than 4 feet. It is, however, to be ob- 
served, that the Seine, in this part of the course, is often affected by the land 
floods, which come down from the upper country in very great volumes, and 
with little warning. The dimensions of the water-way are therefore merely 
approximative. 

The foundations of the piers were laid in cofferdams of a row of close piling 
on the outside, and a double row of close piling also on the inside. The space 
between the outer and inner rows, about 4 feet, was filled in with puddle ; and 
the whole was well stayed, braced, and bolted, at heights of about 6 feet apart 
in the clear. The piles and wales were 1 foot square timber, and they were 
subsequently nearly all converted in the upper structure of the bridge. The 
foundations themselves were carried upon a bed of concrete 6 feet 6 inches thick, 
projecting 18 inches to 2 feet beyond the outline of the footings. To guard 
against any eventual scour of the river-bed, the footings and concrete were pro- 
tected by sheet piling all round. It is more than probable that the works now 
executing for the amelioration of the Seine, between Rouen and the embou- 
chure, may prove that such a precaution was not vain. Indeed, the veiy critical 
state of some of the bridges over the Thames, owing to the change in the regime 
of that river, superinduced by the removal of the old London Bridge, is such as 
to prove the necessity of the greatest precaution in the execution of similar works 
on rivers whose lower course is likely to be affected by future operations. 

The upper portions of the structure of this bridge afford a beautiful illus- 
tration of the use of the laminated wooden arch, of which an example has 


114 DESCRIPTION OF ILLUSTRATIONS. 

already been given in the previous portion of this treatise. The difference 
between the two designs lies principally in the spandril filling, and the greater 
regularity and more pleasing effect of the elevation of the Eauplet Bridge. 

In this case the eight arches, of which the bridge is composed, are all of 133 
feet span, with a versed sine of 1 9 feet 8 inches. The roadway is supported by 
four bent timber arches, so arranged as to carry down the load upon the pier 
from either line of rails independently of the other. The piers themselves 
are carried up in solid coursed masoniy, &ced with ashlar, and are 1 1 feet 6 
inches wide at the level of the springing, which is about 15 feet above the high- 
water line. The arched ribs are 4 feet deep by 1 foot 6 inches wide, and 'are 
formed by bending 16 thicknesses of plank, 3 inches thick, cut out of Baltic 
timber, and placed concentrically one over the other, each course being fastened 
to those above and below it by oak trenails. These trenails were made to pass 
through two courses of planks into the third, at distances of about 3 feet 4 inches 
from centre to centre, as shown in sketch. They were made by being driven 
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through a mandril, in which a slight excess was given to one of the transverse 
diameters, so as to render them, in fact, elliptical: the diameter was about 
1 inch. Fox wedges were inserted at the top and bottom to secure them in 
their places when driven home. 

The ribs were bent upon a platform upon the ground (in workshops formed 
upon the island) to half the thickness of the ribs ; thus dispensing with the 
necessity for centreing. A level floor was first formed, and posts were firmly 
driven into the ground, to which the planks were curved by means of strong 
clamps. When the beams were thus formed to half their thickness they were 
taken by a travelling crane and deposited in their definite positions, and the 
remaining depth was completed in place. The ends of the beams sprang so 
little when released from the clamps, that we may regard this method of 
assembling timber to be the most practically perfect of any we possess, for the 
purpose of forming curved beams of a single piece, and homogeneous throughout. 

It is this comparative absence of anything like a horizontal thrust, in con^ 
junction with the economy in the conversion of the material, which constitutes 
the advantage of bent-timber arches. With those formed, however, of timber 
of a considerable scantling, such as Wiebeking's bridges, and several of those 
erected in France, great inconvenience has been found to arise from the prac- 
tical difficulty of curving it. The timber was either steamed, or bent by the 
application of heat. In both cases the quality and strength of the wood was 
affected ; and, moreover, it was impossible to ensure strict adherence to the line 
of curvature. The inconveniences of the use of such scantlings were felt long 
ago; and \^e find that in 1811 a M. de Saint Far proposed a model for a bridge 
over the Bhine, at Strasbourg, which he intended to execute with timber ribs, 
formed of thin planks bent concentrically. The bridge was not constructed 
according to this design ; but the model was deposited in the Museum of the 
School of the Fonts et Chaussees, where it may still be seen. 
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Colonel Emy, of the French Militarj Engineers, was the first person to apply 
the system of the laminated timber arches in such a manner as to fix public at- 
tention upon the subject, by the construction of the roof over the Riding Schools 
of Marac, near Bayonne, and of Libourne, about the year 1819. The span of the 
first was 66 feet English in the clear ; that of the second was nearly 70 feet ; 
they were both semicircular, and were made to form a complete truss to support 
the slating, without exercising any horizontal thrust, by means of principal 
rafters tangential to the curves, tied to the latter by means of radiating clipping 
braces normal to them. The ribs were bent complete, without trenails, and 
were maintained in their form by stirrups subsequently placed and passing 
round the whole system every 5 feet apart, and by bolts in the intermediate 
spaces every foot apart with broad washers. The normal clipping braces were 
idso about 6 feet apart from centre to centre. 

Colonel Emy tried the model rib for the roof of the school at Marac (which 
was composed of 5 courses of fir planks, each about ^^^ inches in thickness), by 
suspending 11 tons of pig iron from the points where the clipping braces were 
to be placed. The effect produced was to bring down the crown, and to force 
out the arch in the haunches to the extent of 2 inches. The feet, although left 
free, had not moved, nor had the lower diameter in any way been augmented. 
He concluded from this that the horizontal thrust was insignificant ; and, at the 
same time, he drew the further conclusion that these timber arches required to 
be strengthened at the haunches, and lightenejd at the crown and springings. 
There can be no doubt but that it would be advisable so to lighten the crown, 
by omitting one or more courses of planks ; but practically, in bridge building, 
the omission of those near the springing would be a source of great incon- 
venience. In the arched ribs executed for the Eauplet Bridge the courses of 
planks at the top and bottom might have been stopped a little beyond the third 
stirrups, counting from the piers on each hand, with considerable advantage. 
The real strength would have been the same, for that of course is measured at 
the weakest point; and the arch would have been lighter and contained a 
smaller cubical quantity of timber. 

Navier differs from Colonel Emy, however, in his opinion of the absence of 
horizontal thrust in these laminated arches. In a very elaborate article, inserted 
in the ** Aimales des Fonts et Chaussees" for the year 1831, he demonstrates 
that, *' even on the supposition that such assemblages of planks become, in &ct, 
a single and homogeneous piece, they must exercise an effort to overthrow their 
points of support, acting in a horizontal direction, which, however small it may 
be in comparison, is still sufficient to require to be taken into account. It is 
true that in the upper part of the framing other pieces are introduced, by means 
of which a sort of truss is formed in such a manner as to resist any change of 
shape in the arch itself ; and thus to a certain extent, by converting it into a 
rigid beam, to diminish its horizontal thrust. But as, on the other hand, the 
load is not evenly distributed over the whole length of the arch, and by means 
of this very identical upper framing it is more concentrated in its action upon 
the highest portion than upon the springing, the framing may be considered as 
augmenting the thrust in this manner as much as it counteracts it in others.'' 
Navier concludes that, for this reason, it would not be safe to leave out of 
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accoant the horizontal thrust in designing large works in which the laminated 
timber arches are to be employed. 

There is little reason to question the correctness of Navier's opinion, re- 
garding the question simply as a mathematical one, and at any rate, an 
excessive caution in such cases is a defect hardly to be found fault with. 
But the fact is, that Colonel Emy was correct when he stated that the de- 
scription of arch under consideration did not exercise any lateral effort worth 
notice. An illustration of this was offered by the bridge at Eauplet. In the 
revolutionary riots of 1848, the mob set fire to the bridge in several places, and 
succeeded in burning one of the land arches. When it fell, of course the piers 
were abruptly deprived of the counteracting resistance to the thrusts of the 
arches remaining in place ; yet they resisted, nor did they exhibit the slightest 
symptom of movement. A very different result, however, took place with the 
bridge at Asnidres, on the St. Germain's Railway, which was destroyed at the 
same epoch. This bridge was composed of 5 arches of 100 feet span each with 
1 5 feet 8^ inches versed sine, the thickness of the piers being about -J- of the span : 
it crossed the river at an angle of about 76^^, and was made wide enough to 
receive 3 lines of rails. There were 5 ribs formed by bending 4 courses 
of squared timber measuring 1 foot on each fiajce ; or the rib was 4 feet deep 
by 1 foot wide. The upper structure was carried by normal clipping pieces 
filled in with St. Andrew's crosses. When the mob set fire to this bridge, and, 
with all the horrible exultations of fiends over the success of their mischief, were 
dancing on some part not then in flames, one arch, having been consumed, fell, 
and all the others — piers, mob, and all — ^toppled over into the Seine. 

It appears from this, that the elongation of the fibres in large pieces of timber, 
such as were employed in the St. Germain's Bridge, kept the elastic force of the 
wood in continual action. So long as this thrust was balanced by a similar and 
equal one on the opposite side of the pier, no danger could arise ; but the fall of 
the St. Germain's Bridge illustrates the impossibility of obviating the danger 
arising from the tendency of the timber to resume its form. This tendency must 
also exist to a certain extent with the ribs formed by bending planks of small 
thickness ; but as the differences between the extrados and the intrados of each 
plank are insignificant, it must take place in a very inferior degree. The 
system of trenailing the different courses of planks, by preventing their slipping 
upon one another, also assists to counteract the tendency to resume the original 
form. It is evident that the upper courses could not resume the horizontal 
line in a laminated arch, like that of the Eauplet Bridge, without extending the 
lower ones by.a quantity equal to the difference in their developments. The 
small springing at the feet, which does take place when these arches are re- 
leased from the clamps in which they are put together, appears to be attribu- 
table to the imperfection of the execution of the manner of trenailing the 
planks. If these could be made to fit with mathematical precision, it is more 
than doubtful if any movement of this kind would occur. 

After the fall of the Barentin Viaduct, upon the same line of railway as the 
Eauplet Bridge, this last was tested by the French Government engineers, with 
a dead weight of about 224 lbs. per foot superficial. This was certainly a 
severe test, because in a railway bridge the strain to be supported is never in 
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proportion to the sur&ce of the floor, especiallj when the span exceeds certain 
limits. However, no movement was observed, and had the weight been tripled 
the bridge would have supported it The testing of the bridges on this line 
of raOway gave rise to several discussions fraught with great interest to the 
science of engineering, to some of which we shall recur in our notice of Illus- 
tration No. 24. 

Before quitting the subject of the Eauplet Bridge, we may observe that the 
planks bent the more easily in proportion as they were longer, fresher from the 
saw, and more devoid of knots. When they are cut from Baltic timber, in fact, 
they are more suitable for such purposes than when they are simply planks, or 
deals, ready prepared to the thickness. The planks used directiy after they left 
the saw were found to possess the necessary degree of freshness, the more espe- 
cially when they were cut from large scantiings which had very frequentiy been 
floated up to the works, and thus accidentally wetted. When the timber was 
very dry, or short in its grain, it was necessary to moisten it in order to avoid 
its cracking. In an arch of 1 33 feet span there were from 4 to 5 butt joints. 
It was found that from 3 to 4 men could bend the planks from one post to 
another, when they were placed about 6 feet apart. 

In a paper Mr. VignoUes read before the British Association for the Advance- 
ment of Science, he stated that the comparative expense of a timber viaduct of 
large span was not above one-third of that of a similar work executed in stone. 
In oonflrmation of this we may state that the Eauplet Bridge, executed by 
Messrs. Brassey and Mackenzie, under the orders of Joseph Locke, Esq., did 
not cost more than 57,800Z. sterling; or about 50^ 10«. per foot forward, 
measuring from abutment to abutment ; or a litde more than ^L per foot super- 
ficial, measuring the length between the abutments, and the width between the 
parapets. If we compare these results with those obtained from similar calcu- 
lations upon bridges executed in the same conditions with respect to the water- 
way, and the deptiis of the foundations, the economy of this method of con- 
struction must be evident. In our colonies, where commercial relations have 
to be established after the railways are made, considerations of first outlay are 
of vital importance. Even in our own country it is more than questionable 
whether the mania for constructing monuments for the admiration of posterity 
has not been fatally exaggerated, at least for the interest of the shareholders in 
such undertakings. Be that as it may, there can be no doubt but that it is 
preferable, in new countries, to adopt the mode of construction which requires the 
least outlay at first, even at the risk of expending a considerable sum for the 
renewal. Upon this subject we may remark, that in England it is usual to cal- 
culate the duration of wooden bridges at about forty years. On the Continent 
their duration has rarely exceeded thirty years; nor would it be safe to calculate 
upon more than that in face of the carelessness which marks the execution of all 
works of maintenance upon railways, especially in matters connected with paint- 
ing or other precautions to ensure the duration of timber. 

Two other important lessons were to be drawn from what occurred during the 
execution of this bridge. Firstly, the arches in the land abutment on the towing- 
path side were executed without any invert, or any connection between the founda- 
tions of its piers. Consequently, when the embankment was brought up to this 
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abutment, its weight acting apon the alluvial soil of the Valley of the Seine forced 
in the foot of the left-hand pier and opened the arch at the crown. Similar acci- 
dents have occurred so frequently that it seems almost unnecessaiy, at the present 
day, to warn engineers of the possibility of their happening again ; but the ten- 
dency of the times decidedly is to risk so much that we may be excused for 
calling attention to the necessity of rendering the whole of the foundations of an 
abutment parts of one and the same system. 

Secondly, in bringing the embankment across the alluvial plain up to the 
bridge, it was deemed advisabJe to execute the backing of the abutment with 
earth taken from a side cutting formed, it is true, at some distance from the 
immediate line of the railway. When the remaining part of the bank was com- 
pleted it was found that the weight of the new material forced out the foot of 
the ground near the side cutting — that in fact, to use the workman's phrase, it 
caused the subsoil to spew up — to such an extent as to entail a very heavy loss 
upon the contractor. In executing such embankments upon similar lands it 
would thus appear to be a matter of vital importance to leave the upper stratum 
intact as much as possible. This precaution may not suffice to prevent a com- 
pression of the subsoil ; but the tendency of the strata to slip on one another 
is not, so to speak, provoked to the extent it must be when the resistance to the 
lateral movement of some of them is destroyed. The same compressibiHty and 
tendency to movement of the alluvial strata of all valleys of rivers, should also 
lead engineers to he careful in isolating entirely the foundations of the edifices 
they may have to erect in such positions. Many unsightly crevices, and many 
serious failures, may be attributed to the neglect of this simple precaution. 

All the timbers of this bridge were prepared by steeping them in a solution 
of the sulphate of copper, according to Margerry's patent. The price of the 
laminated arches, including the preparation, was about 4s. b^d, per foot cube, 
in place. The time employed in the erection was more than two years ; but 
there was no particular reason for expediting it, or it might have been com- 
pleted in considerably less time. 


No. XXIV. Plans, Elevation, and Sections of Malaunay Viaduct, on 
THE Rouen and Havre Railway. — J. Locke, Esq., Engineer. 

The interest attached to this viaduct in an engineering point of view does not 
so much depend upon the work itself, or the character of the design, as upon the 
discussions which took place respecting it, the experiments and trials it was sub- 
mitted to, and its connection with the history of some other works upon the same 
line of railway. 

Amongst the numerous heavy works upon that line, which we have before men- 
tioned to have been attended with many difficulties, there were several viaducts 
of colossal dimensions, of which those of Malaunay, Barentin, and Mirville were 
the most remarkable. That of Malaunay, represented in our illustration, consisted 
of eight arches of 50 feet span, with piers whose greatest height was 66 feet 
nearly to the springing, and 26 feet more to the rails' level. The Barentin Viaduct 
had 27 arches of the same span, and piers whose height was about 86 feet from 
the concrete to the springing of the arches, the height from the same point to the 
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rails being 1 12 feet. The Mirville Viaduct was longer, and with a greater number 
of arches, but their span was only about 80 feet ; and although the extreme height 
of some of the piers was greater, the mean of the whole was less than at Barentin, 
which was also entirely built on a curve. 

The Malaunay and Barentin Viaducts were constructed with bases, or plinths, 
of a species of indurated chalk (extracted in the neighbourhood of Rouen), as far 
as the level of the set off. The outside was executed in coursed stone, such as 
might almost have been called ashlar. The interior was filled in with rubble, 
without bond ; and the whole of these plinths, with the superincumbent brickwork 
of the piers, was bedded in mortar, made of common chalk Ume, without the pre- 
sence of any ingredient able to communicate to it the power of setting rapidly. 
The upper parts of the piers were executed with the hollow flues, indicated in the 
drawing of the Malaunay Viaduct, with discharging arches to relieve the haunches. 
The Mirville Viaduct was executed entirely in brickwork, and differed in its details 
from the others. It was, in fact, a copy of the Ouse Viaduct on the Brighton line, 
excepting that all the ornaments were omitted. The piers were lightened by 
transverse openings, not by hollow flues. 

During the summer in which these works were executed much rain fell, re- 
tarding still more the setting of the mortar. However, before the winter closed 
in, the Malaunay Viaduct was completed, and the last centres of that of Barentin 
were struck. The ballasting was even commenced upon the latter, when, before 
daybreak on the morning of the 10th of January, 1845, without any warning of 
sufficient importance to indicate the approaching catastrophe, and almost without 
witness, the whole structure of the Barentin Viaduct fell to the ground, hardly 
leaving one stone above another. The arches were broken clean off from the 
abutments, and it would almost be impossible for imagination to conceive a 
more perfect destruction than had been wrought in the intermediate distance : 
the viaduct had disappeared, literally *' like the baseless fabric of a vision." 

Much interest was excited as to the cause of an accident entailing so serious 
a loss upon the Company, and which might so easily have been fraught with fatal 
consequences to human life. The public investigation, however, was powerless 
before the admission of the contractors that the blame was theirs, and that they 
were alone responsible ; but in the interests of science we may proceed further, 
especially as the lapse of time since the occurrence of the accident has so far 
rendered it a matter of history as to justify our endeavouring to draw all the 
information possible from it. 

Firstly. The execution of the plinths in masonry of the kind employed both 
at Malaunay and Barentin was very ill advised. The average crushing weight 
the chalk was able to resist could hardly be taken at more than 250 lbs. to the 
square inch, when that weight acted instantaneously. But the power of stones 
to resist a permanent load is very different from that they exercise under mo- 
mentary strains, and it would not have been safe to have adopted as the outside 
safe load a weight exceeding 80 lbs. per inch superficial. In rubble masonry 
even this limit iieur exceeds what should in prudence be applied, especially when, 
as in this case, no particular pains were taken to bond the wark together. It is 
usual to adopt one-tenth of the immediate crushing weight, nor does the precau- 
tion appear exaggerated. In the Barentin Viaduct, however, the upper structure 
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acted upon the plinth with a weight equal to about 59 lbs. on the square inch, 
instead of 25 lbs., the theoretical safety limit 

Secondly. Had the masonry of the plinths been executed in hydraulic lime 
instead of common chalk lime their fate might have been different, although even 
then the risk incurred would have exceeded what is ordinarily deemed prudent. 
But with so large a mass of chalk lime as was here employed it was impossible 
that the setting could take place in the interior. When the viaduct fell, the 
mortar near the middle of the plinths was as fresh as the day it had been made, 
nor would it have become solid perhaps for centuries. The chalk near Barentin 
is a very pure carbonate of lime ; and, as is known to everybody who is in the 
slightest degree acquainted with the nature of that material, it was utterly 
worthless as a source of supply for the mortar of such a construction as the 
viaduct, in which the mass of the masoniy would effectually oppose itself to the 
absorption of the carbonic acid gas from the atmosphere by the mortar in the in- 
terior. The very cold wet summer of 1844 was also unfavourable to its setting. 
Indeed the only wonder to be felt about the results of works carried on in such 
a manner is, that they should have kept together so long as they did. 

Thirdly. The economy of carrying up the flues in the interior of the piers 
was also a source of danger. Doubtlessly a given cubical quantity of material 
will support a greater crushing weight when disposed as a hollow tube than 
when it offers merely a solid block. But in such cases the tubular sides require 
to be tied together at regular distances, to prevent any tendency to buckling. 
The structure of the reed will best illustrate the principles upon which such flues 
or hollow tubes should be constructed. At Barentin and at Malaunay this pre- 
caution was not taken, nor was a substitute offered by the introduction of any bond 
in the piers themselves, either by the use of hoop iron or of courses of stone. 
It may fairly be questioned whether in fact the lightening of the piers in the 
manner here done was not a dangerous manner of increasing the load in the 
middle of the height of the pier without any counterbalancing advantage. The 
weight upon the impost was in fact about 56 lbs. on the inch superficial, whilst 
in the centre of the pier it was 77 lbs. per inch. 

The fall of the viaduct seems, however, to have immediately arisen from the 
weight of the upper structure bursting out the plinth of one of the piers. A 
crack had been noticed on the previous evening upon the one which commenced 
the movement, and it had been marked, to verify if any progress would take 
place. As was before said, however, the whole structure came to the ground 
before daylight, and before anybody could be summoned to observe its dis- 
appearance. The plinth which first gave way was observed to have been blown 
out as perfectly as though a charge of gunpowder had been exploded in it. 
The arches right and left of it were drawn down in its &11, and all the rest 
followed like a pack of cards. The total overthrow of all the arches affords a 
singular commentaiy upon M. Navier*s remarks respecting the horizontal thrust 
of homogeneous rings, for it is only upon the supposition that such an action 
does take place that we can account for the flail of all of them. The sudden 
development of an active force of this kind, acting with the great leverage 
resulting from the height of the piers, must have led to the overthrow of the 
latter. The vulgar notion that semicircular arches exercise no horizontal 
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thrust, at least during the period the materials are able to more freely upon 
one another, is fully controverted by what took place during the fall of the 
Barentin Viaduct. Of course this must be self-evident to a mathemadciant 
because no arch whose extrados and intrados are concentric can be an arch of 
equilibrium ; but it is desirable to call attention to the popular opinion upon the 
subject, if only to manifest its error. Moreover, the necessity of intermediate 
abutments was, perhaps, as painfuUy demonstrated in this case as it is possible to 
conceive it to have been; for, in spite of all the errors in the construction of the 
piers, the resistance of the Malaunay Viaduct would lead us to suppose that if 
such had existed the extent of ruin might have been controlled or limited. 

Alter *the fall of the Barentin Viaduct the whole of the works of the line 
were subjected to a very rigorous inspection, and subsequently to a series of 
proofe, such as we English engineers are little in the habit of hearing of. The 
Malaunay Viaduct was found to exhibit signs of movement in the plinths simi- 
lar to those which had taken place in the Barentin Viaduct, and their effects 
were immediately guarded against by the introduction of cast-iron shields on 
the outside, and wrought-iron tie bars, traversing the mass of the masonry 
both longitudinally and transversely, which screwed up against these shields. 
A spedea of WIough^iron cradle was thus formed round the plinths ; but it is 
beyond doubt that such a course would have been perfectly useless if the ten- 
dency to movement had existed here in the same degree in which it existed at 
Barentin. The height of the piers was less, and it may be that the lime used 
possessed greater hydraulic properties. The chalk formation differs sufficiently 
within, comparatively speaking, short distances, to warrant our supposing that 
the lime furnished by kilns only two miles apart, might differ very essentially. 
Be that as it may, the movements of the piers did not extend after the intro- 
duction of the system of consolidation, whether owing to it or to any original 
difference in the materials employed. 

The Mirville Viaduct, which also had been executed in chalk lime, exhibited 
signs of weakness as alarming as the others had done. The plinths imme* 
diately under the solid parts of the piers were found to have been compressed 
by the weight of the superincumbent mass of the brickwork, and in many 
cases they were split nearly from the top to the bottom. The remedies adopted 
to stop this action were to take down a portion of the piers so affected, to 
rebuild them with brickwork set in hydraulic mortar, and to fill in the dis- 
charging arches solid. Two of the intermediate arches were filled in with 
transverse walls, so as to convert them substantially into intermediate abut- 
ments. After these precautions had been taken the movements ceased. 

The Barentin Viaduct was rebuilt entirely in brickwork; the dimensions 
weiB increased ; the flues were suppressed ; and, what ought to have been 
done at first, nothing but hydraulic lime was allowed to be used. The exertions 
of the contractora were absolutely marvellous, for the whole edifice was rebuilt, 
from the foundations upwards, in less than nine months. Indeed, it would be 
impossible to praise highly enough the honourable manner in which Messra. 
Brassey and Mackenzie came forward to accept all the responsibility of the 
Mure, or sufficiently to admire the energy with which they e£Gaced all traces of 
the misfortune. 
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In the mean time public opinion, which in Frmee, onfortonately, is always 
ready to take part against companies, especially when conducted by ioreignersi 
had been still more excited by the &11 of several of the smaller worics upon 
the Eou^i and Havre Eailway, which, in almost all cases, were attributable to 
the use of chalk lime instead of hydraulic lime.. The Government engineers 
were therefore, almost in their own defence, obliged to exercise the utmost 
rigour in testing the different works, belore authorizing the dxculation upon the 
line. Little doubt was felt as to the solidity of the Eauplet Bridge, and, as 
was before stated, a load of 1000 kilogrammes per metre superficial, or about 
224 lbs. per foot superficial, was deemed sufficient to prove its solidity. The 
viaduct of Mirville was judged to have shown greater symptoms of weakness, 
and was therefore proved with a dead weight of 448 lbs. per foot superficial 
nearly; whilst the Malaunay Viaduct, the most dangerous of all, was proved 
with no less than 672 lbs. per foot superficial of the roadway, measured between 
the parapets and the abutments. The engineers and the directors of the company 
protested longly and loudly against the exaggerated nature of the last proof ; but 
they were forced to yield, — under protest, it is true,^~and the weights were ap- 
plied as prescribed by the engineers of the Fonts et Ghaussees. The results 
were that none of the different works moved, and the line was at length opened. 

The effect of the dead weight thus superadded to the weight of the structure 
itself, in the Malaunay Viaduct, was to bring a load equal to 99^ lbs. per inch 
superficial on the weakest portion of the piers. Vicat had previously calculated 
that the extreme safety limit to wiiich brickwork, executed with rich lime, could 
be loaded after fourteen years, was about 85 lbs. per inch superficial. The 
Malaunay Viaduct, after only eighteen months, resist^ the greater weight ; 
but even though it did so successfully, the risk run whs very unjustifiable, 
inasmuch as the extreme rolling weight, even supposing the trains brought upon 
each arch only to have consisted of locomotives and tenders, could not have 
produced a greater load than 79 lbs. per inch superficial, after allowing for the 
developflsent of the forees resulting from the rapid movement of the trains. 

The danger of these exaggerated loads lies in this, that they are Ibr from 
acting uniformly over the surface of section upon which they are supposed to 
bear. In the first place, the mortars set with greater rapidity towards the 
exterior of the masonry, and that portion of the work is always executed in a 
superior manner to those which are out of sight. However, it has been de- 
monstrated that it is possible to load comparatively speaking fresh brickwork 
with not less than 99^ lbs. per inch superficial, even when executed in common 
chalk lime. 

Recapitulating the lessons to be derived from the accidents which occurred 
in the execution of these works, we may observe, that there is always great 
danger in the execution of the lower parts of piers of considerable elevation in 
a material less resisting in its nature than the upper structure, if that material 
be not prevented from spreading laterally, as is the case with the concrete 
foundations of all works. 

When hollow tubes are employed, care should be taken to bond the sides 
together at distances sufficient to prevent the buckling of the latter. The 
precise distances have not been ascertained, either by ajialytical investigation 
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or by direct experiment ; but from analogous natural c<»i8truetion8 we maj 
assume that about twelve times the opening is about the extreme space which 
ought to intervene between the cross ties. 

Inasmuch as, even with semircular ardies, although they are executed in a 
manner to render them perfectly solid, homogeneous rings, there still exists a 
lateral thrust ct^ble of overthrowing their piers if these be of feeble dimen* 
sions and of great heights, — it is absolutely necessary, in a long series of fUfches, 
to interrupt the action which might be suddenly developed by the fall of any 
of the intermediate ones, by the insertion of some wider piers to act as abut- 
ments. In railway bridges or viaducts these piers might easily be made to 
co-ordinate with the general design by being converted, in the upper portions at 
least, into depdts for plate-layers* tools, or into guard houses. The absence of 
such wider piers is a serious defect in many of our modem viaducts, and 
numerous accidents are to be attributed to this apparently simple cause. 

Finally, we cannot dwell too much upon the necessity for executing the 
works of all buildings of great height, or of considerable dimensions, in the 
best hydraulic lime, such as is capable of setting, even under water, in about a 
fortnight. The use of chalk lime is worse than a folly, since the action of the 
different kinds of that material have been so well ascertained. The indifiEer- 
ence of many of our engineers in the employment of this material is, perhaps, 
one of the wont features in the state of professional practice in the present 
day. 


No. XXV. Plan, Elevations, and Details of a Suspension Bridqb 

EXECUTED UPON THE SeINE, WITH CaBLES OP HoOP IkON, UNDER THE 

ORDERS OF Messrs. Flaghat and Petiet. {Extracted from Les 
Annales de$ Fonts et ChaussSes^ 184d.) 

Many ineonveniences have been found to be attached, both to the ancient 
system of execution of the suspension cables of bridges in wrought-iron bars, 
and to the modification so frequently adopted in France by the use of iron- 
wire ; at the same time that both possess advantages peculiar to themselves. 
Messrs. Flachat and Petiet, in the execution of some foot-bridges, endeavoured 
to disoover an intermediate system, by means of which, whikt avoiding the 
inconveniences of those already in use, they might obtain the advantages of 
both of them. After several essays upon a small scale they were allowed to 
construct the bridge now under consideration ; and the success which attended 
its construction was certainly sufficient to justify the reception of their mode of 
executing suspension cables as one of the legitimate resources of the engineer 
in the ever-varying circumstances which occur in practice. The hoop-iron 
cables, indeed, are liable to many objections, as we shall have occasion to remark 
hereafter; but they afford a valuable substitute for more perfect means of 
execution, in many cases where celerity and economy are more to be sought 
for than theoretical perfection. 

The bridge of Suresnes, as shown in the drawings, has a distance of 500 
feet between the feuses of the abutments, with two piers in the river, 208 feet 
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8 inches apart, from centre to centre. The curvature of the chains has a 
versed sine equal to one-tenth of the chord, in the centre hay; the curve of 
the side hays is formed principallj by half an arc on each side, whose versed 
sine, measured on a line perpendicular to the horizon, is rather more than one- 
tenth of the whole arc. The floor of the bridge consists of a carriage-way 
16 feet 8 inches wide, and two foot-paths, each 2 feet 9 inches wide; giving a 
total width between the parapets of 2T2 feet 4 inches. 

The chains of each bay are peculiar to it, in such a manner as only to sup- 
port the effort exerted upon the bay itself. They pass over the piers, and are 
attached to the masoniy at a point 3 feet 4 inches above the level of summer 
watar. The piers then have only to resist an action tending to turn them over 
on one edge, such as can be produced by a single bay. We have thus six 
cables in the whole of the bridge, which are made in one length from the 
respective points of attachment, going down at once to the bottom plates, and 
dispensing with all kinds of tieing-down bolts. 

The strain to which the central bay could be fairly exposed was calculated at 
182'8i25 tons ; that of each of the side bays, at 170*347 tons. The. engineers 
of the Fonts et Chaussees had required that the cables should not be exposed 
to a greater strain than 19,913 lbs. per inch superficial of the sectional area ; 
their dimensions were therefore fixed at 3^ by 8J inches for the central bay, 
and 3^^ by 3^^ inches for the side bays, which gave rather more than the 
absolute resistance required. 

The horizontal distance apart of the floor joists is about 4 feet 7 inches 
corresponding with the spaces between the joints which receive the suspension 
rods. From this reason, however, they are further apart, in proportion as the 
elements of the cable become lower. 

Each cable is composed of 8 hoops 3^ of an inch wide, or, to use the decimal 
notation, 3*093 inches by a mean thickness of 0*39875 inch in the centre ; and 
of the same number of hoops of the same width by a mean thickness of 0*38 
inch in the side bays. The length of each hoop is from 46 feet 8 inches to 50 
feet, and corresponds to the distance of ten joints. Each joint serves to fix the 
ends of two hoops which finish, and of two which commence ; they are of cast 
iron, in two pieces, according to Fig. C, Illustration No. 25, the line of their 
junction corresponding with the axis of the cable. They are brought dose up 
to the hoops, which, consequently, they bring forcibly together, by means of four 
rivets placed hot. The two portions of the joint are maintained in their exact 
position, opposite to one another, by tenons from the upper portion, which pass 
into a corresponding mortice in the lower one, and resist the strain which draws 
the two portions of the joint in opposite directions. 

The extremities of the hoops which are to be fastened to the joints are bent 
up against their vertical faces. The angle they turn against is rounded, to avoid 
any strain upon the fibre of the iron. They are then fastened to the joints by 
means of two small bolts about f inch diameter, with screws, and a washer, to 
take the two bolts. In the bottom of the cast-iron joint a hole is left with a 
rim round it to receive a wrought-iron tongue, to which the suspension rods are 
subsequently attached. The line of junction of the two portions of the joints is 
hidden by a patera or a lion's head. 
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Owing to the disposition of the hoops in these cables it was found necessary 
to keep them entire in a vertical plane ; and, in carrying them over the piers, 
the centre bay was made 5^ inches wider on each side of the axis of the bridge 
than the side bays. No joints were placed in the distance of about 9 feet 2 
inches in which the cable passed over the circular part of the saddle, so as to 
enable them to be brought as closely together as possible, and to simplify their 
movements upon the top of the piers. The saddle was formed, firstly, by 
attaching a plate of wrought iron over the whole of the bearing surfisices of the 
tops of the piers. A stouter bar of iron was then riveted to it in the positions 
of the passage of each cable, carrying nine small cast-iron rollers. A concentric 
plate, on which were three shoes, without any projection on the under side, was 
made to receive the hoop cable in the part where it bore upon the rollers, thus 
dispensing with one intermediate cast-iron joint. The plate forming the base 
of the saddle rested immediately upon the stone ; the stouter bars were riveted 
upon it for about |rds of its circumference, their distance apart being 5^ inches. 

The passage over the land abutments is effected in a similar manner, 
excepting that there are only three rollers. The illustrations will dispense with 
further details on this subject. 

The ends of the cables are very considerably strengthened at the point of 
their passing round the anchor heads. The number of hoops is augmented to 
86, instead of 20, as it is in the other parts of the doubled cable in the well. 
Four of these extra hoops terminate at the last clipping joint ; the remaining 
twelve are carried on into the body of the cable and are lost as they proceed 
upwards, alternately on the different sides of the axis. The joints are brought 
closer together in the portion of the chain thus strengthened, not being more 
than 6 inches apart. In the last a rivet is made to pass through the whole 
system, in order to prevent any tendency of the hoops to slide upon one 
another. 

The thickness of the anchor plate is 3j\ inches, with ribs projecting d inches 
in addition. A rectangular hole is provided for the passage of the eye of the 
cable. The bottom key is in cast iron, and semicircular; the others are of 
wrought iron, the one nearest the plate being made thicker than the others, and 
with a projection on each side, to maintain it invariably in its position. 

The hoop iron for these cables was sent from the ffictory in lengths of from 
46 feet 8 inches to 50 feet, as before mentioned, doubled up in parcels about 6 
feet 6 inches long, in four turns, with a mean curve at the points of bending of 
about 10 inches radius. They were all straightened cold, and were not found 
to have been affected by the curvature. To remove any trifling irregularities 
which might still remain, the separate hoops were bedded upon a table ; and 
after being thoroughly dressed and carefully scraped, so as to get rid of any 
scales or rust, they were painted with the same description of black paint used 
in the preparation of the chain cables. 

The cables were formed on a platform, on the ground, made with the joists 
intended to be subsequently employed in the bridge. At the points of curva- 
ture corresponding with the piers and abutments, the platform was made 
stouter in order to resist the elastic force of the iron, which necessarily produced 
greater effect at those points. Cleats were nailed upon the joists in the inter- 
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mediate portions, forming a groove of the dimensions of the cable ^vhen 
complete, leaving a little play during the patting the cable together. In the 
larger curves it was not necessary to exert any great force to bend the hoops ; 
over the piers and abutments, however, they required to be beaten into their 
definite form ; for the elasticity of the iron did not allow it to assume so sudden a 
curve without producing a violent effort to straighten itself again, and, in this 
manner, it sometimes disturbed the platforms in the other portions. As soon as 
the cables were thus temporarily formed, wedges were driven into the grooves of 
the platforms, to keep them together until the joints were placed. 

These joints were inserted as follows : — stirrups, with keys and wedges, were 
made to clip the cable very tightly, a little on each side of the definite position 
of the joint; and an intermediate stirrup was placed between each space to 
ensure perfect regularity in the hoops throughout. The cast-iron joint was then 
applied, and riveted up, and the stirrups removed. The ends of the hoops 
were subsequently bent up against the face ; the holes for the bolts were punched 
cold; the bolts were inserted; and the ends of the hoops cut off. To avoid 
splitting the ends of the hoops, it was found advisable to leave them rather 
longer than was absolutely necessary. When the workmen had become ac- 
quainted with the nature of the work, the execution of these cables proceeded 
veiy rapidly. At the latter portion of the time it was found that eleven to 
twelve men could make a cable 840 feet long in about four days. 

The eye for the anchor was always formed when the rest of the cable had been 
completed, the semicircular collar at the bottom and the wedge separating the 
cable being offered in the respective positions they were to occupy in execution. 
The hoops were bent round the last collar cold, and without the use of a 
hammer. 

As the yard in which the chains were put together was about 500 feet from 
the river, it became necessary to transport them upon a series of rollers, seventeen 
in number, placed from 16 to 17 feet apart. The cables were placed on edge upon 
the rollers so as to preserve their rigidity vertically, but to admit of their bending 
horizontally. The weight was about 6 tons 12 cwt for the longest cable, which was 
834 feet long, or about 44-^*^ lbs. per foot lineal. They required from fifteen 
to twenty workmen to lead them from the platforms to the river side, where they 
were embarked upon a string of boats fastened together, and floated to the posi- 
tions requisite for hoisting them. The cables of the land openings were placed 
first, because they were attached to the piers within those of the central span. 
The ends which were fastened to the piers were those which were fixed first. 

It was observed that the operation of moving and hoisting the cables had 
caused the hoops to open in places. As soon, however, as the suspension rods 
and the roadway were placed these openings disappeared, and the cable assumed 
the character it was intended to offer, namely, a long bar without solution of 
continuity. 

A defect of rather a serious nature was observed in the castriron joints, namely, 
that they frequently broke under the operation of riveting, or subsequently, 
during the trials to which the bridge was exposed. Messrs. Flachat and Petiet 
proposed, as a remedy for this, that they should be replaced by flat wrought-iron 
hoops passed round either twioe and returning again up one side, or three times 
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with the same return, so as in hjct to go round the cable 2^ or S^ times. They 
were to be bent hot, holes were to be drilled through the faces which formed the 
two extremities of the joints, and screwed pins inserted to prevent any movement 
when the load should be applied. We may remark that this mode of obviating 
the difficulty does not seem very satisfactory. The joint may be strong enough 
as proposed ; but it is complicated, and by no means so elegant as the original 
form. Still the difficulty of securing sound castings, or perfectly even surfaces, 
renders the use of the cast-iron joints veiy objectionable. 

In the article by Messrs. Flaohat and Petiet, which is inserted in the Ann€tU$ 
de$ PonU et ChaussSes, those gentlemen give in detail the calculations which 
induced them to fix the dimensions, not only of the joints, but also of the rivets 
and bolts, with veiy abstruse observations upon the friction exercised by the 
hoops upon one another. Really the care with which these investigations were 
made, and the minutely-detailed character of the experiments entered into to 
confirm the results derived from them, were highly curious ; but for all practical 
purposes we may content ourselves with receiving the facts to be as these gentle- 
men assert, without following them through all their calculations. It is sufficient, 
perhaps, to state empirically, that if the joints are executed in cast iron their 
width should be 1^ time the height of the cable, if in wrought iron H of the 
same dimension ; and the rivets for cables of the dimensions employed in this 
case need not differ materially in their diameter from a little less than j^th of 
the height. 

A series of experiments was also made for the purpose of ascertaining the real 
longitudinal strength of the hoop iron. From the mean deduced from seventeen 
essays, it appeared that the breaking weight, acting instantaneously, varied from 
one equivalent to between 49,932^ lbs. per inch superficial to 56,174 lbs., 
showing that its resistance is at least equal to that of the best fibrous bar iron* 
The hoops that supported the greatest longitudinal strain were also those that 
extended the most; but the extension was not sensibly apparent until the strain 
exceeded 36,000 lbs. per inch superficial of the sectional area. 

Cables put together in the manner it was proposed to adopt in the execution 
of the bridge were then submitted to the action of the hydraulic press. The 
average results obtained from four thus broken showed — first, that the resistance 
to a longitudinal strain was equivalent to a force of 42,677 lbs., acting in- 
stantaneously. 

Secondly, that no important elongation took place until the strain approached 
85,000 lbs. 

Thirdly, that the joints resisted perfectly, and that by calculating their di- 
mensions upon the supposition that they would be exposed to three times the 
longitudinal strain the hoop iron is supposed theoretically to resist, every security 
exists for the use of cast iron. 

Fourthly, that the method of forming the eyes was also perfectly satisfactory. 
Indeed Messrs. Flachat and Petiet were of opinion that, instead of augmenting 
the section by f ths of what it is in the other portions of the doubled cable, it 
would have been sufficient if it had been made merely from Jth to ^th more. 

Now, in a careful examination of the different systems employed in the 
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manuer of forming the suspension cables of bridges of which they fonn the 
characteristic features, we find that the advantages attached to the use of bar 
chains are that, inasmuch as they present a smaller suxisce for the action of the 
oxygen of the atmosphere, they possess the greatest durability, and that, if pro- 
per precautions be observed by painting them, their durability may almost be 
considered unlimited. 

Iron wire has a greater power of resistance to longitudinal strains than bar 
iron; but it rusts with great fiicility, which must necessarily diminish its strength, 
and in a space of time, more or less long, bring it down to that of bar iron. 
We may also observe that, in addition to this inconvenience, iron- wire ropes can 
never be executed with the perfection requisite to prevent their elongation under 
a load permanently applied. However carefully prepared, the wires are never 
completely straightened, nor do they assume their definite arrangement until the 
permanent load has acted upon them for a considerable time. The advantages 
of iron-wire cables are, on the contrary, their greater resbtance, their lightness, 
the absence of joints (which act very injuriously, not only by their weight, but 
also by diminishing the solidity at the eyes), and a greater comparative security, 
without its being necessary to prove eveiy separate part Finally, they are much 
more economical than the chain cables, and are put together with far greater 
ease. 

The preference would, therefore, be unreservedly given to the iron-wire 
cables, were it not for the danger arising from the oxidization and the elongation 
of the cables. Recent circumstances connected with the fall of some of the 
French suspension bridges, executed in this manner, show that, far from being 
exaggerated, the fears previously entertained from this cause were, if at all, 
rather underrated. In the subsequent portions of this notice, and in our de- 
scription of the Oporto Bridge, we shall revert to this question more at length. 

The hoop-iron bridges constructed by Messrs. Flachat and Petiet are executed 
under conditions which remove them from either of the above categories. 
They possess to a certain extent the advantages of the iron-wire cables, of being 
composed of a re-union of a great number of elements ; and to a certain extent 
they participate in the durability of the bar chains. Like the wire cables, also, 
they avoid the necessity for the joints of the other description of suspending 
chains, or at least the proportionate weight of the joints is, comparatively speak- 
ing, insignificant. 

Examining the subject more closely we may consider the different sjrstems 
under the following heads : — 

Ist The absolute resistance of the materials, and the load they are ex- 
posed to on trial. 

dnd. The comparative weights of the cables. 

3rd. The surfaces and volumes of the said cables. 

4th. The absolute resistances of the whole assemblages, and the ratio of the 
trial load to the absolute resistance. 

6th. The cost; from which we shall draw 

6th. Our conclusions. 
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Istly. The absoluU remtance of tJie materials; and the had tJiey are exposed 
to on trial*. 

The absolute resistance of bar iroo, such by the way as is met with in com- 
merce in France, is calculated to vary between 4S,677 lbs. per inch superficial 
of the sectional area, to 56,003 lbs. The extreme limits to which the engineers of 
the Fonts etChaussees test chains vary from 14,225 lbs. to 21,338 lbs. per inch 
superficial of the sectional area. The weight applied by the latest decisions of 
the superior administration is 17,073 lbs. per inch ; or more than ^rd of the mean 
absolute resistance, assumed to be equal to 46,945 lbs. per inch superficial. 

The absolute resistance of iron wires of Nos. 17, 18, and 19 of the French 
gauge, or about from ^^ to -^j inch in diameter, is equivalent to one vaiying 
from 85,354 lbs. to 113,806 lbs. per inch superficial, or about 102,427 lbs. on 
the average. The load to which it has been usual to expose them has ranged 
from 21,338 lbs. to 42,677 lbs. per inch; of late years it has been fixed at 
25,6 10 lbs. per inch, that is to say, at only about ^th of the absolute resistance of 
the iron. The reason why the wire chains are thus always constructed with 
such an abnormal excess of strengrth is entirely owing to the danger of the oxida- 
tion. It is with the view of providing for the diminution of strength attribut- 
able to this cause that the French engineers load the wire cables to so low 
a point when in place. 

The absolute resistance of the hoop-iron cables is at least equal to that of iron 
in bars of a corresponding section ; and may be considered at present as being 
48,367 lbs. per inch superficial. The tension to which they were loaded at the 
time of the trial of the bridge of Suresnes was not allowed to exceed from 19,916 
to 20,338 lbs. 

To support the same load under these circumstances it would require the 
sections of cables of the difiPerent materials to be in the following ratios : — 

Hoop-iron cables 5 

Bar-iron „ 6 

Iron-wire „ 4 

2ndly. The weight of the chains. 

In the bar-iron chains the supplementary weight arises from the joints, and 
resolves itself into the separate elements of the pins, the swellings out for the 
eyes, and the doubling of the iron in these parts. Their influence diminishes 
in proportion as the links of the chain are lengthened, and it is for this reason 
that the points of suspension in such bridges are kept as fiar apart as possible. 
When, however, these are spaced at too great intervals the chains become, in 
fact and in appearance, great polygons, producing a very disagreeable effect upon 
the eye, and have the additional disadvantage of being subject to deformations 
by any passing load. 

The joints most closely arranged correspond with the axes of intermediate 
joists. They are rarely executed in this manner ; some are spaced at the dis- 

* The absolute resistances quoted in the text are such as are received in practice in France from 
experiments made upon the iron usually employed in commerce in that country. They differ a 
little from those we are in the habit of calculating upon in England ; but as they are rather less 
than our own we may safely leave them as they appear in the text 
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tance of three joists ; bat in general the joints are made to ooirespond with four, 
consequently requiring at least four separate chains on each side of the bridge. 
The supplementary weight may, therefore, vary from 25 to 60 per cent of the 
weight of the chain itself; a fair average of some modem bridges gives a pro- 
portion of 30 per cent. 

Comparing bar chains, weight for weight, with iron-wire cables, we find 
that the former, taking into account the joints, should be esteemed as being 
1*50 X 1 '30=1*96, or nearly double the weight of the lattev. 

In the bridge of Suresnes the supplementary weight, consisting of the box 
joints, and the turning up of the hoops, was 264 per 1000 of the weight of 
the cable itself. The comparative weight with regard to a wire cable then 
became 1*25x1 '264?= 1*68, or rather more than half as much again. The 
joints of the iron-wire cables only consist of the wire woven round it from 
distance to distance, and are so insignificant that they may be neglected in the 
calculation. 

Taking, in the comparison of the weights of the dififerent modes of construction, 
that of iron-wire cables as unity, we find that the real weights of the different 
systems would be as follows : — 

Wire chains, loaded with a weisrht of 26,610 lbs. per ) 

® *^ ' 1-00 


) 


inch superficial of the sectional area 

Hoop iron, loaded with 21,336 lbs. ditto .... 1-68 
Bar-iron chains, loaded with 17,073 lbs. ditto. . . 1*05 

3rdly. The surfa-ces and volumes of the cables and chains. 
The surface of any body bears a greater relative proportion to its volume 
as its dimensions decrease. Thus a given weight of iron, say 2 cwt. of 
bars, hoops, or wires, employed in the suspension of a bridge, will have sur- 
faces exposed to the action of rust, the more considerable in proportion as their 
diameter or their dimensions are smaller. The danger to be feared from the 
oxidation, and the quantity of painting required, will then depend on the sur- 
foces exposed. 

A careful examination of the dimensions of some of the most celebrated 
bridges, of the bridge of Suresnes, and of cables made of wires of different 
diameters, shows that, with a weight as above (say 2 cwt.), the surfisices ex- 
posed are relatively : — 

For bar-iron chains ^-^) 

For hoop-iron cables 8 > in round numbers. 

For iron wire „ 40 j 

But it is to be observed that the exterior surfaces only of the hoop and wire 
cables receive three coats of paint ; the interior surfaces are simply painted once. 
A greater scope is thus afforded to the action of the rust, nor does it seem pos« 
sible to guard against it effectually. However, a comparison of the weights of 
the different systems, combined with the development of their external sur&cesi 
shows that the ratios of the surfaces of painting are : — 

For bar-iron chains 2 

For hoop-iron cables 4 

For iron-wire „ 12 
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An inqairy of some interest was inciclentallj connected with this subject, 
FespectiDg the proportion of the Toids in a wire cable to the solids. The circular 
form of the elements necessarily prevents their juxtaposition, and the minimum 
of the Toid in any possible arrangement of the wires must naturally be that of 
the space inclosed between the three tangential circles. Now the space between 
three sectors is to the suriiEuse of the triangle which joins their centres as 1 to 
1*10^5. The minimum space then can never be less than 10 per cent, of the 
surface of the solids. 

In forming a cable by the theoretical juxtaposition of its elements, the circles 
of the wires will group themselves as hexagons succeeding one another parallelly, 
and having a circle as their general centre. If from this centre a series of suc- 
cessive circumferences are drawn tangential to one of the circular elements of 
the surrounding series, it will of course surround a certain number of similar 
elements. The interior voids will always have the coe£&cient of 0*1025 already 
given ; but it will be necessary also to add the exterior voids. 

Determining, in this manner, the theoretical voids for a certain number of 
wires of the same dimension, it will be found that, for a cable composed of from 
7 to 60 threads, the space will have a coefficient of 080. 

When it is composed of from 60 to 120 the coefficient will be 0*35 

.. 120 „ 820 „ 0-20 

» 850 „ 700 „ 0-185 

„ 700 „ 900 „ 0-165 

and from 900 to 1200 wires the coefficient becomes 0*155. It thus continues to 
decrease, and approaches more and more to the minimum coefficient of 0*1025. 
Practically this juxtaposition can never be attained. The wires are always 
much twisted ; they do not group themselves in a parallel manner, and the voids 
are always considerably in excess of those indicated by theory. 

M. Leblanc, the engineer of the suspension bridge at La Boche Bernard, 
caused some cables to be made with particular care and attention. Sections 
were taken near the ligatures, and the coefficients were found to be, on the 
average, even with a great number of wires in the cables, between 0*42 and 
0*45. The general average was nearer the latter, showing that the voids 
between the wires were 0*45 of the surface of the iron. 

But, in the execution of large cables for the construction of a bridge, it is 
utterly impossible to attain the perfection which may be done with small experi- 
ments of the above nature. The wires cross one another, and when they are 
bound together in a strand, they are far from assuming the r^^nlarity ci the 
above experiments. However well a cable may be constructed there necessarily 
remain large voids in the interior. Thus, at the bridge of La Roche Bernard 
there are two cables on each side of 6-)^ in. diameter, composed of 1408 wires of 
rather less than f of an inch diameter each ; the ratio of the voids to the surface 
of the iron was 078 to 1. At the Fribourg Bridge there were also double 
cables on each side of the roadway of 5^ inches diameter. Each cable contains 
1056 wires, and the ratio of the voids to the solids was 0*96 to 1 ; and in the 
tieing-down bolts the ratio became as 1 to 1, or equality. It would appear 
from this that, practically, the voids are to the solids variably from 0*75 and 
1-00 to 1. 
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The natural Consequence of this fact is that a mass so divided is very much 
exposed to oxidation, hecause the air and the humidity enter freely, and act 
mthout opposition upon surfaces very considerahle in proportion to the hulk. 

4thly. The absolute resistance of the whole assemhlageSt and the ratio of the 
trial load to the ahsolute resistance. 

The ahsolute resistance of an entire chain or cahle, or of any description of 
essemhlage, is inferior to that resulting from the resistance of its component 
parts. The causes of this atteo nation differ in the cases of chains, or of iron- 
wire cahles ; it is not, therefore, advisahle to fix the trial load with reference to 
the elementary resistance of the iron in either of them. It is necessary to take 
into account the manner in which the chain, or cahle, is made, and the alter* 
ations which may he superinduced in the metal hy it, and, at the same time, it 
is necessaiy to take into account the differences which may he caused hy time 
or weather. The superior administration of the French Government engineers 
must, douhtlessly, have heen influenced hy these considerations when they 
adopted different trial loads for iron chain, or iron wire, suspension bridges. 

It is to be observed that, by the term " trial load," it is meant that the 
dimensions to be given to the separate portions of the work are calculated upon 
the supposition that the greatest possible load which may be brought upon them 
shall not exceed those limits. Before the respective works are opened to public 
circulation they are all tested with dead weights in those proportions. 

(Istly.) Iron- wire cables. The absolute resistance of iron wires is on the 
average 102,427 lbs. per inch superficial of the sectional area; the trial load 
has been fixed at 25,610 lbs. for that surface, or only 0*25 of the absolute re- 
sistance of the elements of the cables. It is, however, admitted by eveiybody, 
that such cables, shortly after their fabrication, can support a load of 29,874 lbs., 
or even of 38,410 lbs., without any perceptible fatigue. The bridge of Fribourg, 
amongst other instances, was proved to this extent, which was only 0375 of the 
absolute resistance of the wires themselves. It is to be supposed, in face of this 
abnormal excess of strength, that the Government engineers consider that the 
wire loses in a very few years no less than ^rd of its strength, not only from the 
action of the rust, but also from a chemical change, which may destroy the effect 
of the annealing the wires receive in passing through the rollers. If we suppose, 
then, that the real strength of the wires descends in the proportion above given 
to 68,293 lbs. per inch superficial, the coefficient of the trial load becomes 0*376, 
as at Fribourg. 

But the absolute resistance of the wire cables is again very different from that 
of the wires of which they are composed, owing to the inequality of the tensions 
exercised. Experiments made by M. Leblanc upon strands composed of thirty 
wires, the total resistances of whose elements were from 25,610 to 27,032 lbs., 
showed that the mean coefficient of the strength of the united body was 0*832, 
or that such a strand would break with |ths of the load necessary to break its 
separate elements. 

A cable is composed of a variable number of such strands, which also are un- 
equally stretched, and therefore require the absolute resistance to be diminished 
by another coefficient. Indeed the spreading out of the strands upon the points 
of support, their preparation at different degrees of temperature, and a certain 
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inevitable degree of confusion and irregularity in the arrangement of the large 
cables ; — ^all these conditions operate to render the tension very unequal. It is 
probable that a second coefficient similar to the last, namely, 0-832, or the f ths, 
is necessary to arrive at the real absolute resistance of a cable composed of a 
great number of threads, thus giving a definite coefficient of 0-70 of the 
absolute strength of the elements. Thus we have for 

A new cable 102,427 x 0*70=71,699 lbs. per inch superficial absolute resistance. 
An old ditto 68,293 x 0-70=:47,805 lbs. 

Comparing now the trial load with the absolute resistances of the entire cables, 
we have 

New cable 25.610-2-71,699=:0-36 nearly. 
Old ditto 25,610-r 47,805 =0-63. „ 

The coefficient of 0*36, which is the actually existing one at the time of 
proving a bridge, because the cable is then quite new, is the measure of the 
perfect security of the system at that period. In fact no instance has ever 
occurred of the fEulure of a wire bridge during the proofs. 

(2ndly.) Chains of bar iron. The resistance of iron bars varies from 42,677 lbs. 
to 56,903 lbs. per inch superficial; fibrous iron, such as should be chosen for the 
construction of the chains for bridges, has an average resistance of 46,945 lbs. 
per inch superficial. The trial load has been fixed at 17,073 lbs. per inch, or at 
0*365 of the absolute resistance of the iron. 

The absolute resistance of the chains is much less than that of the iron em- 
ployed in their fabrication, because the welding, heating, and working it has to 
support alter its nature. Indeed the resistance of the chains often descends as 
low as the trial weight, and even below it, for they have often broken under its 
application. 

Approximatively, however, it might be assumed that the absolute resistance of 
the chains is between 24,287 and 25,610 lbs. per inch superficial; although 
there is doubtlessly much danger to be feared from so high a limit, inasmuch as 
the chain, which might carry 26,610 lbs. for a short period, would break possibly 
if that load were left upon it for a great length of time. These indications are 
merely approximative, but they suffice to prove that the resistance of the chains 
is decidedly inferior to that of the iron bars themselves. 

Some experiments made by Navier, at the factory of Guerigny, in the Ni^vre, 
belonging to the French Government, in which all the large chain cables for the 
navy are made, confirm the above indications. The chains made there are proved 
with an hydraulic press to a point corresponding with a strain of 24,287 lbs. on 
the inch superficial, the chains being proved in lengths of 100 feet. Every link 
is carefully examined ; and should the slightest fracture be manifest in any one, 
it is immediately removed. The chains are not received until they cease to ex- 
hibit such defects, and it is rarely that such is the case until after the third trial. 
This manner of fabrication and trial certainly offers every guarantee of perfection 
of execution ; and we may safely assert that the suspension chains of a bridge, 
whose parts are proved separately, and for a few seconds only, cannot be con- 
sidered as possessing greater powers of resistance, if they possess so great, as 
chains made and proved in this manner. 
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Now trials were made in the factoiy of Guerigny, for the purpose of ascertain- 
ing the absolute resistance of entire cables so prepared. It was found to be upon 
the average 35,564 lbs. per inch superficial. The coefficient then of the mean 
absolute resistance of the iron bars (which is 46,045 lbs.) is 0*76. 

This would give the maximum resistance of a chain of a single set of bars ; 
but in all large spans there are several sets of links placed side by side. 
Evidently their tensions are not the same, and the absolute resistance of the 
whole system must be again diminished in a similar manner, and, in order to 
keep within the limits of safety, in the same proportion as was previously done 
in noticing the effects of the strands of the wire cables. The coefficient of the 
resistance of a suspension composed of several chains may then be taken as 0-83 of 
that of the individual chains, thus making the resulting coefficient of the com- 
pound chain 0-581 of the bar iron itself. It is veiy doubtful, if of a hundred 
bridges executed, five could support a long-continued trial even within these 
limits. The safety trial load required by the superior administration of the 
Government engineers, namely, 17,073 lbs. per inch superficial, has, for its co- 
efficient of the strength of the bars themselves, 0*365. 

(Srdly.) Hoop-iron cables. The experiments made by Messrs. Flachat and 
Fetiet showed that the mean resistance of the hoops was 48,367 lbs. per inch, 
and that the entire chains put together, of the dimensions and of the construction 
required in their definite positions, possessed an absolute resistance of 43,677 lbs. 
The coefficient of their power of resistance is then 0*88 of that of the elements 
which enter into their fjeibrioation. The mode of trial was also as nearly as 
possible similar to the manner in which the real strain would affect the cables, 
nor oould any subsequent inequality of tension arise from the positions of the 
chains in the bridge. 

Grouping the results obtained from the above observations, according to the 
absolute strength of the iron, and of the chains, or cables, as we have examined 
them, we find the coefficient of the trial load to be, with reference to these 
latter, as under :*-* 


Dedgnationi. 


New inm wire . . 
Do. atFribonrg. . 
Old rusted wire . . 


Bar iron . 
Hoop iron 


Mem teriitance per indi tap. 


I 




lbs. 
102,427 

102,427 

68,298 

46,945 

48,867 


ga3 


Ibe. 
85,354 

85,854 

56,918 

85,564 

42,677 


I 
o 


Ibe. 
71,129 

71,129 

48,'867 

28,450 

42,677 


CoefflcienU. 


Ibe. 
25,610 

88,410 

25,610 

17,078 

21,888* 


I 
I 

o 


0*250 
0-875 
0-875 
0-865 
0-440 


I 


I 


0-80 
0-46 
0-46 
0-48 
0-liO 


I 
I 

o 


o-8e 

0*54 
0-54 
0-58 
0-50 


* Hesm. Flachat and Petiet eoneider that 21,888 Ibe. per square inch would be a fidrer lafety 
load than 19,913 lbs., as fixed by the superior adminietration. 
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Sthly. Ths eomparatm eo$t$ of the diffmrent systenu. 

It would be difficult to give auj positive figures as to the oost of the different 
systems, because they must necessarily vary so much, according to the localities 
and to the care and pains taken in the execution of the work. We are, there- 
fore, forced to confine our observations to general considerations connected with, 
cost of execution. 

In France, the prices of the different kinds of iron, as it is sold in the market, 
are usually as under : — 

£ 8. d. Fr, 
Bar iron, per ton . . SO or 60 per 100 kilogrammes, 
Hoop iron .... 24 „ 60 
Iron wire, No. 18 . . 36 „ 90 

To compare the real cost we must, however, take into account the quantity of 
material of each description that would be employed to carry the same weight 
We find, then, that the first cost of the material becomes :-^ 

Fr. Fr, 

Bar iron 60 x 1"97 = 96-60 

Hoop iron 60 x 1*68 = 94-80 

Iron wire 90 x 1*00 s= 90*00 

So that the cost of the material, in the first place, is nearly the same. The 
mode of fabrication, however, very soon changes the proportions of the oost. 
Thus, bar-iron chains involve a considerable outlay in their preparation, to which 
the cost of the coal and the wasted in conversion must be added. The hoop- 
iron cables involve expense from the labour of putting them together, and for 
the machinery and tools required. The iron-wire cables are accompanied by 
expenses of the same nature. With all the different systems, also, it is neces- 
sary to take into account the cost of transport to the definite position, and that 
of the fixing. Under every circumstance of span, this is less for iron- wire cables 
than for any other system ; although the comparative advantage increases with 
the vridth of the opening. 

Taking into account, therefore, the prices of the different chains in place, the 
costs may be compared as follows : — 

Fr. Fr. 

100 kOogs. of iron wire, at 1*40 the kilog. s= 1400 or 100 ratia 
168 „ ofhoop iron „ 1-10 „ «= 168-0 „ 1*236 „ 
197 „ of bar iron „ 100 „ = 1970 „ 141 

Thus showing that the hoop-iron suspension cables, without being as cheap as 
the iron-wire cables, are considerably more so than the bar-iron chains*. 

6th]y. ConcluxwM. 

The advantages of the hoop-iron cables appear, from the above examination 
of the different systems, to consist, in common with the iron wires, as compared 
with the bar iron ; 

* The preeeding calculations of the cost of ihe difSsrent tytfenm have been made upon weights 
and pricet, tnch ai are dbienred in Fnnoe ; hut as the ratios wfaidk resoh from them woald be the 
Msae if we had taken Bsglish terns of cemparison, thej may be allowed to remain as in the text 
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1. In this, that thej are formed of an assemblage of elements of smaller 
sectional dimensions, and whose resistance is consequently greater. 

2. In employing the iron precisely as it leaves the rollers, in a state which 
allows its thorough and rigorous examination ; it is not exposed to any re-heat- 
ing, welding, or manipulation, which in all cases change the quality of iron. 

3. In dispensing with the necessity of any preliminary proof of the iron, 
which, on the contrary, is indispensable with all kinds of bar chains. The least 
inconvenience arising from this cause is that, if the iron be proved to a strain 
equivalent to one of from 25,610 to 28,451 lbs. per inch superficial, it is sensibly 
fatigued ; below those strains the proof would be useless. 

4. In offering an element of security in the number of elements which enter 
into their composition, so that the defects of any one may be compensated for by 
the rest. 

5. In submitting the iron to tensions sensibly equal throughout the cable, 
owing to the manner in which the hoop-iron cables are put together according 
to the form they are to occupy in place. 

6. In being able to support a greater initial load, 

7. In being lighter; not only because their strength is greater, but also 
because the supplementary weight of the joints is less. This is only J^th of the 
weight of the hoop-iron cables, whilst it is -^rd of the chains. The definite ratio 
of the weights is as 5 to 6^. 

8. In being cheaper, by about 15 per cent., owing to the diminution in the 
cost of the conversion. ^ 

0. In offering the same chances of durability, according to Messrs. Flachat 
and Petiet, although this is more than questionable. Those gentlemen consider 
the close approximation of the hoops to one another would prevent the air from 
entering between them, and that the oxidation in that case could not take place. 

10. In being far more elegant in the curve they assume. 

Comparing them, subsequently, with the iron -wire cables, the superiority of 
the hoop-iron ones may be considered as being, firstly, that they are not so 
liable to the destructive action of rust ; secondly, that they form a compound 
body, all the members of which are exposed to equal tension; this cannot 
take place with the wire chains, as we have before seen. They partake, with the 
latter, of the advantage of being composed of numerous elements ; and in the 
cost they approach more nearly to their economy. 

The real superiority the hoop-iron cables possess over the iron-wire ones 
lies in their durability; the superiority they possess over bar-iron chains lies 
in their lightness, elegance, and economy. 

We have, in the preceding notice of the bridge of Suresnes, followed as 
closely as possible the text of Messrs. Flachat and Petiet*s descriptive notice, 
merely translating into English weights and measures such as occurred in their 
text. In our own country, where such immense strides have been made in 
the fabrication of bar iron directly from the roller, according to any pattern 
chosen by the engineer, one of the main objections, arising from the changes 
the iron is exposed to during the formation of the links, is so effectually ob- 
viated, that with us the application of hoop iron, introduced by those eminent 
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engineers, ceases to offer much interest. The practice of English engineers, 
however, has ceased to be confined to our own island ; and the singularly 
varied circtunstanoes under which they may be called upon to execute works in 
our numerous and wide-spread colonies may serve to explain our anxiety to 
introduce a manner of constructing suspension bridges which may be found to 
be the most economical under peculiar local conditions. It is, perhaps, an 
error incident to all scientific pursuits, that its followers are apt to seek theo- 
retical perfection whilst incurring a sacrifice upon the first outlay. In colonies 
and new countries this error is more especially fraught with serious danger, 
and it is with the hope of being able to suggest means of constructing engi- 
neering works with economy that we have been induced to dwell at length on 
some, comparatively speaking, imperfect modes of construction. It is time 
enough to erect monuments for the admiration of posterity when a community 
has a superabundance of capital. In the commencement of any state, the first 
requisite for its successful development is the possession of easy modes of inter- 
communication, constructed with the least possible outlay. 

We ourselves are far from coinciding in the opinions of the inventors of 
the system of hoop-iron cables as to the extent of its advantages. Yet many 
occasions may arise in which it would offer very considerable ones for the 
execution of works impossible under ordinary circumstances. It presents an 
additional resource, it gives additional means for the execution of works upon 
which, perhaps, interests of the greatest moment may depend. To us, then, 
it has a value far superior to that which may be due to its intrinsic and com- 
parative merits. In engineering, still more than in legislation, does the phi- 
losopher's observation hold good, " That it is advisable to employ the best 
practical means rather than those which are theoretically perfect." Indeed, the 
cost of the means of developing national wealth should in no case be made to 
excuse a superfluous outlay of capital — such as has taken place to far too great 
an extent even in our own country. 

During the execution of the bridge of Suresnes a modification of the original 
design was made by the introduction of a distinct curvature in the platforms of 
the separate bays, on each side of the central opening, instead of forming the 
whole bridge with one general curvature as is indicated by the drawing. Thq 
effect of the undulations of the floor line thus produced is extremely unpleasant 
to the eye, nor is the arrangement convenient for the purposes of carriage traffic. 
But it must have been necessary to give a distinct curvature to each bay, in con- 
sequence of the adoption of the principle of rendering every chain independent 
of the other members of tbe system of suspension. 

At the present day this bridge appears to be in a veiy tolerable state, 
although it has supported an active and eminently fatiguing circulation during a 
period of nearly ten years. The hoops of the cables have detached themselves 
from one another in the intermediate spaces between the joints; so that, in 
fact, the suspensions' are far from possessing the homogeneity o# character 
claimed for them. But, inasmuch as the bridge has supported the continual 
passage of the troops going to and fro between Paris and the detached fort upon 
the Mont Valerian, one ' of the largest* of the system of fortifications round 
Paris ; and inasmuch as this proof has been continued during the whole of the 
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above-named period of ten years, it may fairly be considered to haye sapported 
every legitimate trial, and to offer vezy satisfutory results. During the passage 
of troops the unpleasant oscillatoiy movement which takes place in a direction 
perpendicular to the axis of the bridge in all cases where the suspension prin* 
ciple is applied, is very distinctly perceptible in the Suresnes Bridge. The only 
effectual remedy to this oscillatory movement appears to lie in the introduction 
of a system of cross bracing between the chains, such as was adopted in the 
Menai Bridge after the first serious injuries from the gales. In the case of the 
Suresnes Bridge the movement may possibly be the greater, inasmuch as the 
chains, or cables, are not confined laterally upon the top of the pier; but the 
real remedy, it must be repeated, would consist in the introduction of oross ties. 
These are the more necessary in such bridges as are executed with wire, or hoop- 
iron cables, inasmuch as the dead weight of the cables offers less resistance to 
any extraneous movement than chain suspensions would offer. 

We may mention that the French military authorities, subsequently to the £dl 
of the bridge over the Loire at Angers, have adopted the precaution of not 
allowing more than half a company of infantry to traverse any one bay of a 
suspension bridge at a time. The fiict is, that when men have been accustomed 
to march in step, it is found to be impossible to prevent their relapsing into it 
if they move in large bodies. It is in vain to halt a regiment upon approaching 
a bridge, to order the men to break rank, and not to keep step whilst traversing 
it Habit is too powerful ; and, insensibly, soldiers fall into their regular pace. 
To guard effectually against the danger which arises from the uniformly repeated 
momentum of soldiers* tread upon suspension bridges, the authorities have 
ordered the passage of troops over such works shall only take place in small 
divisbns — ^the first to have entirely cleared the portion between any series of 
points of support before the second is allowed to enter upon it For instance, 
upon such a bridge as that of Suresnes three half companies might be upon it at 
one time, but no more. 

A very remiurkable defect exists in this bridge, namely, that the platform of 
the carriage way is not macadamized. The wood planking of the road thus left 
bare is necessarily destroyed with great rapidity; and the noise arising from the 
traffic is a source of inconvenience, nay, sometimes of danger, with restive horses. 

Subjoined is a tabular statement of the principal dimensions of the Suresnes 
Bridge : — 

Span of the catenary formed by the main cable . . . 203 ft. 3 in. 

Do. do. do. side cable . . . 139 „ 5 „ 

Deflexion of main cables 20 „ 4 „ 

Do. of side cables 26 „ „ 

Do. in parts of span of main cable considered as unity, 


I 


about 5 ^►•lO 

Thickness of pier at level of platform lift 10 in. 

Number of chains in each bay 2 

Sectional area of hoops only, without reference to the ) 

size of the cable 5 l^'8816m. 


DESCRIPTION OF ILLUSTRATIONS. 139 


No. XXVI. Hoop-Ibon Suspension Bbidge at Abainyillb. 
MM. Flachat and Petiet, Enoineebs. 

This bridge, upon which MM. Flachat and Petiet made their first experiment 
upon the use of the wrought-iron hoops, is introduced for the purpose of showing 
the modifications they were led to make in carrying out their original concep- 
tions, in consequence of the experience obtained by this first practical essay on a 
large scale. 

The foot bridge of Abainville has a span of 184 feet 8 inches upon the chord 
line, with a deflexion of 10 feet 8 inches, or nearly -^th of the span. The 
suspension bars are spaced about 8 feet 8^ inches apart, and they are directly 
attached to the cast-iron boxes, which, at the same time, serre to receive the 
joints of the cable. There is a single cable on each side, composed of eleyen 
hoops, whose united thickness in juxtaposition is 1 inch, and whose width is 
full 1^^ inch. The length of the hoops corresponds with eleven spaces, and 
is, consequently, 85 feet 8 inches. Each joint (of cast iron and of a single piece) 
receives the end of one hoop which commences, and of another which terminates ; 
the hoops being disposed in such a manner as to cross the line of the axis of the 
cable at a very acute angle. The mode of fastening the ends consists simply in 
bending the iron round a small pin, and drawing the assemblage closely against 
the box. The cable is additionally fixed to the box joint by means of an ellip- 
tical wedge, driven through the middle of the cable, and traversing the joint by 
a hole in the centre left for its reception. The head of the suspension rod 
enters the lower part of the box joint, and is fastened to it by a small bolt with 
a key. The duty thus thrown upon the joint is to tie together the cable, and to 
carry the head of the suspension rods. 

On reference to Illustration No. d5, it wOl be seen that the principal diange 
introduced during the execution of the Suresnes Bridge was in the manner of 
executing the joints. The system adopted at Abainville was found not to pro- 
duce a sufficiently energetic mode of binding together the separate elements of 
the cable. Nor, in fact, is this object attained by the more complicated joint 
introduced in the second example ; for the hoops are, in many oases, detached 
from one another in a manner to produce very unequal tensions* In reality it 
is impossible to attain such perfection of execution as to bring into action the 
resisting powers of any system, whether of hoop or wire iron. Such methods 
must, therefore, after all, only be r^;arded as approximate solations of the 
problem of obtaining an economical and homogeneous suspension chain. 


Nos. XXYII. AND XXVIII. Suspension Bbldoe oveb the Doubo at 

Opobto. — ^M. Stanislas Biqot, Enoinebb. 

Upon ibe principle we have advanced in the notice of the bridge over the 
Seine at Suresnes, of calling attention to economiGal methods of securing the 
great ends of the engineering art, by facilitating the methods of intercommu- 
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nication at the cheapest rate, we introdace a description of the iron-wire bridge 
over the Douro at Oporto. 

La Villa do Gaja, the entrepot of the wines of the Upper Douro, and through 
which the produce of Estremadura and Beira is forced also to pass, in former 
times only communicated with Porto by means of a bridge of boats. Frequently 
in the course of the year the river, swollen by the autumnal rains, or the melting 
of the snows, rendered it necessary to remove the bridge, which might otherwise 
have been carried away by the violence of the stream. The enormous expense 
of the annual maintenance and of the removal of the bridge of boats, the 
dangers it offered to the navigation of the Douro during the spring tides, com- 
bined with the risks attending the passage during the epochs of the with- 
drawal of the bridge during the floods, for it could then only take place in 
boats, induced the Government to propose the execution cf a suspension bridge 
at the point where the old one had existed. 

After long discussions, in which the municipal council of Porto proved them- 
selves worthy brethren of the corporation of London, the design to be executed 
was definitively settled, as it is represented in our illustration. It consists of 
a single main span of 658 feet chord, supported upon four obelisks of about 
59 feet high, tied together at the top by iron bars, spaced so as to receive the 
name of the queen and the date of the erection. These obelisks are founded 
upon rocks, which rise abruptly in the course of the river, and narrow its chan- 
nel to such a degree as to give rise to a current which opposes the further 
advance of shipping. The main span is supported from four chains on each 
side of the roadway, upon which the saddles of the suspension rods are fixed, 
at distances of about 4 feet lOf inches from centre to centre. The intervals 
they leave upon the side of the bridge are filled in with a hand-rail and St. 
Andrew's crosses. The approaches were obliged to be kept in considerable 
elevation on the left-hand side, to allow of the free circulation under the plat- 
form of the bridge. 

The anchoiings of the chains on the side of La Villa Nova were executed in 
vertical wells, 49 feet 2 inches deep, including the loading mass carried up to 
the point where the cables are bent. From 16 feet 6 inches to 20 feet were exca- 
vated in the rock itself. On the side of Porto the anchorings are placed in wells 
sunk in the solid rock 27 feet below the cylinders, over which the cables change 
their direction. These cylinders themselves are on this side fastened to the 
rock itself; on the side of La Villa Nova they are attached to a body of ma- 
sonry whose courses are disposed with reference to the resultants of the efforts 
of traction, and in thickness vaiying from 1 foot 4 inches to 1 foot 8 inches, the 
planes of the beds being normal to those directions. The inequalities of the 
rock on the Oporto side are compensated by masonry, disposed according to the 
same principles. 

The ground upon which the masoniy was prepared consisted of a zone upon 
the immediate banks of the river, on each side ; about 1300 feet long by from 4 
to 20 feet wide, situated above the intended position of the bridge. 

The yard in which the platform was prepared, the iron-wire chains woven, and 
the smiths' work executed, was situated about -fths of a mile on the down side of 
the bridge. The ground was levelled, and inclosed by a lofty palisade. The platform 
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"was put together under its shade ; the horses upon which the cables were formed 
were placed outside and parallel to it, in the sun ; and lastly, between these 
horses and the provisional depot of the great cables, a series of stands were pre- 
pared for the separate strands, and for drying the wires after covering them with 
the matters intended to preserve them from rust. 

All the stone employed appears to have been of a granitic nature, easily 
worked, and of a specific gravity of from 2*25 to 2*30. The ashlar was brought 
in blocks, rough scabbled, of from 17 feet 6 inches to 21 feet cube each. The 
mortar was obtained from the environs of Ovar, and was perfectly hydraulic ; the 
sand was derived from the bed of the river, and consisted of a detritus of quartz- 
ose granite of a sharp grain, and veiy pure. Owing to the different velocities of 
the river within very narrow limits, it was easy to select the sand of the degree 
of co6uiseness or fineness the work required. The common mortar was composed 
of one measure of lime, reduced to a pasty consistency, to one of sand. The 
ashlar was set in a species of cement formed of one portion of pounded tiles to 
two portions of slacked lime in paste, and two of sand. The concrete was com- 
posed of two parts of ordinary mortar to three parts of ballast, or broken granite, 
from 2 to 4 inches cube. These different combinations of mortar were arranged 
from previous essays, and they were found to have become perfectly hard after 
two months* submersion in the water. 

The heavy castings of the cylinders upon which the change of direction of the 
cables takes place, were executed in England. The heavy iron work for the 
junction of the cables was executed in wrought iron from France ; the material 
required for the details of the wood-work, and the common iron-work, was 
entirely of Swedish iron. The wires were manufautured at Be8an9on, in 
France ; and those which appeared the most defective were proved to twice the 
weight they were intended to bear in their definite positions. 

The wood employed for the frame-work of the bridge, and the first course of 
planking of the roadway, was of Baltic or Swedish fir, cut square. The upright 
posts, and the braces which carry the hand-rail, with the hand-rail itself, were of 
Prussian oak. The second course of planking of the roadway was of poplar, 
from the neighbourhood, as was also the wood used for the scaffolding. The 
wood of the immediate neighbourhood was soft and at the same time heavy ; its 
strength vras little, and its durability also very insignificant ; nor was it possible 
to procure trees of any size. It was for these reasons that the fir from the 
north of Europe was adopted ; the wood principally came from Stockholm. 

The wires for making the cables were of No. 18, of the French wire gauge, or 
01 24984 of an inch diameter. The furnisher had guaranteed its actual resist- 
ance to be at least equal to an effort of traction of half a ton, or about 
78,120 lbs. per inch superficial (a very modest limit, by the way, according to 
M. Flachat*s experiments) ; some of them were proved up to 03,720 lbs. without 
exhibiting any signs of failure. It vras found, however, on examining the 
bundles of wire, that they were very badly manu&ctured, and many of the wires 
had to be entirely rejected. The wire for forming the sheathing of the ropes 
was of No. 14, and that for tieing the joints of the wires was of No. 4 ; both 
were carefully tempered, or annealed, before being used. 
In the commencement, the wires were covered with a mixture composed of 
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linseed oil, in which litharge, white lead, and lamp black were dissolved. This 
mixture was not found to give satisfactoiy results; and, after several other 
essays, the system recommended by M. Bonnet was adopted, which consisted in 
immersing the wire in coal tar liquefied at a feeble heat The coal tar was 
procured in Oporto ; and it was found that in a boiler 3 feet 8 inches long by 2 
feet 8 inches high, 4 tons of wire could be prepared in a day. A single immer- 
sion in this fluid is asserted to protect it against the influence of rust for several 
years. The wires, siter having been dipped in the coal tar, were suspended in 
the open air to dry, and, although copious rains fell upon them, no trace of 
oxidation could be observed. A certain amount of care is requisite in the use of 
the coal tar, for its drying takes place slowly, and it begins to coagulate at about 
60^ Fahrenheit Wires which had been joined in the early part of the morning, 
when the temperature was about 50°, and had then resisted a strain of from 6 to 
8 cwt., were torn asunder at mid-day, when the thermometer reached from 70° 
to 76°, with a weight not exceeding from 4 to 6 cwt To obviate any danger 
from this cause the portions of the wires to be joined were carefully cleaned, 
and, when the joint was made, they were coated with the coal tar. 

This bridge was proved before being opened for public circulation by laying a 
dead weight equal to $^4:^ lbs. on a square foot of the area. The French 
engineers of the superior administration are more particular and more exacting 
than those of Portugal appear to have been, for the load they require in such 
cases is 44' I lbs. per foot superficial. With the load actually applied the centre 
of the bridge was only brought down six inches, which it recovered again upon 
its being removed, after it had been allowed to remain on for about d4 hours. 

If, however, we apply M. Flachat's results to the details of this bridge, it may 
be questioned whether the main chains are sufficiently strong, particularly as 
our recent experience confirms, and even exceeds, the allowance proposed by 
that engineer to compensate for the deterioration of the iron wire. For, if we 
assume the bridge itself to have weighed 557*52 lbs. per foot forward, which is 
undoubtedly rather below the real weight, and the proper load to which it ought 
to have been exposed in addition to have been 890*82 lbs. per foot forward, the 
tension upon the main cables would have been as follows, from the formula, 

T = 4^yF+17^= 1,304,834 lbs. ; 

in which |> s= the weight of a foot linear of the bridge as 1448*84 lbs., 
ik ss the half chord ss 279* 1 feet, 
/ s= the versed sine = 45*21 feet 
Now, if we assume that the absolute resistance of an old iron-wire rope is, as 
M. Flachat states, only 48,805 lbs. per inch superficial of its sectional area, 
the absolute resistance of the cables of the Douro Bridge would not exceed 
48,805 X 50 = 2,440,250 lbs. after a few years. The cables ought, according 
to this calculation, to have been increased 0*60 per cent, to ensure a permanent 
excess of three times the resistance to the effect of the load, or about 0*08 per 
cent to secure the more reasonable excess of double the ultimate resistance. 
Probably the climate of Portugal may be more favourable than the more 
northerly clifiiates of England and France to the duration of the wires ; for 
we actually find that this bridge bore the passage of numerous bodies <^ troops 
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during the civil ware of 1847, five yeara after its completion, and it is univer- 
sally acknowledged that no test can be so severe as the one a suspension bridge 
is exposed to by such passage. 

The cost of this bridge is said not to have exceeded 20,0002., or about d6Z. 
per foot forward of the clear span, or IZ. 15«. Qd. per foot superficial of the road- 
way. The economy of this mode of constructing suspension bridges must then 
be apparent; and in the imperfect state of development of the resources cf 
countries less &r advanced in civilization than our own, it is not surprising that 
they should be so frequently employed. National civilization at the present 
day is measured by the concentration of capital ; where this does not exist 
forcedly, the more imperfect methods of establishing intercommunication must 
be resorted to. This law will hold good in our own colonies, and in our East 
Indian possessions ; and it is, therefore, much to be regretted that our engineers 
have so strong a prejudice against the use of the cheaply-executed iron-wire 
bridges. The fall of some of the French wire bridges has lately confirmed this 
prejudice; but a careful examination would rather lead us to believe that they, 
fell, not so much from the defects of the cables, as from other faults of the con- 
structions. ) 

The span, or chord line of the cables, was, as before observed, 668^*^ feet 
with a versed sine of ^^•fjfu feet There were eight cables in all, four on each 
side of the roadway, consisting each of 400 wires of No. 18 gauge. The anchor- 
ing, or tieing-down cables, double in number, were each composed of 220 wires 
of the same gauge ; the suspension cables of the platforms were composed of 36 
wires, also of No. 18. 

The roadway consisted of a carriage road 13 feet 6 inches wide, and two foot- 
paths, 3 feet 4 inches wide each. It was supported upon fir joists 1 foot 1 inch deep 
in the centre, reduced to 10^ inches at the ends, by 10^ inches wide ; they were 
alternately 25 feet and 33 feet long. From the longer joists struts were carried 
up to support the hand-rail. The longitudinal section on the axis of the bridge 
was laid with a curve of 4375 yards radius, and the shortest suspension rod was 
8 fe<9t 4 inches long. Upon the top of the joists a longitudinal baulk, 1 foot 
high and 9^ inches wide, yma fastened at each side of the carriage way ; similar 
baulks were also placed at the outsides of the footpaths forming the bottom cills 
of the hand-railing. Courses of timber, 7^ inches wide and 6^ inches thick, are 
fiistened to these upper longitudinal baulks, by means of bolts and stirrups con- 
necting them at the same time with the transverse joists. The floor of the 
roadway is formed by a first layer of fir planks, 4 inches thick, laid longitudi- 
nally. They do not touch laterally, but a space of about ^ an inch is left between 
each plank, to allow of the circulation of air between them. A second layer of 
planking, of poplar, furnished by the country, 2 inches thick, and in boards from 
7 inches to 10 inches wide, is nailed upon the top of this longitudinal planking, 
and transveraely to it The joists are kept square under the footpaths of the 
dimensions above given; under the roadway, they are reduced according to a' 
segment of a circle, with 2^ inches rise to throw off the water. A space 1^ 
inch wide is left to allow the water to escape. 

The hand-rail is formed with upright posts, 4 inches wide by 2| inches thick, 
and raking braces in the St. Andrew*s crosses, 2 inches square at the ends by 8^ 
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inches square in the middle. The consoles, which are carried out in the form 
of the letter S upon the alternate joists, are of iron, 1| inch x } inch, screwed 
to the joists and hand-rails. 

The footpaths are floored with fir planks, 2 inches thick, nailed to the 
longitudinal baulks. They are protected from the roadway by small squares in 
wrought iron, 1^ inch square, placed from distance to distance, and by a species 
of " borne," 8 inches high and 3 inches wide, beyond the open space between the 
longitudinal baulk and the planking of the roadway. The whole of the timbers 
of the roadway were carefully covered with hot vegetable tar upon all their faces 
before being fixed. 

In order to facilitate comparisons with similar works of this kind, we subjoin 
the principal dimensions of this bridge in a tabular form. 

Span of the catenary formed by the cable 558 ft. 2^ in. 

Deflexion of do. do. do 45 „ 2^ „ 

Do. in parts of the span considered as unity .... 0-081 

Breadth of the platform of the bridge 20 ft. 2 in. 

Thickness of the pier at level of platform 10 „ „ 

Number of chains, or cables 8 

Sectional area in centre of bridge, of the wires alone, 7 aq-qmo ann in 

without reference to the size of the cable . . . ) 
Date of completion 1842. 


Nos. XXIX. AND XXX. Plan, Elevation, and Details of the Balloch 
MoYLE Viaduct, on the Glasqow and South Western Railway. 

J. Millar, Esq., Engineer. 

We are compelled to omit the observations we had intended to make upon 
this very beautiful viaduct,* in consequence of our receiving a letter from Mr. 
Millar stating that, although he had previously promised to give us the det^led 
notices requisite to enable us to examine its construction thoroughly, he had de- 
cided to communicate all the information he possessed upon it to a party engaged 
in preparing a work in which several of the structures executed under lus orders 
are to appear. Our engraving was finished, and the printing begun, before we 
received Mr. Millar's letter, or we would not have appeared even to interfere 
with his wishes. As it is, we confine our remarks to calling attention to the 
boldness and elegance of the proportions of the viaduct ; and, at the same time, 
to observe that, although this work has eminently succeeded, the lightening of 
the piers, and the spandril of the great arch, was carried to a hazardous extent 
The bulk of railway contractors build so badly that great danger is attached to 
the pushing economy to its utmost limits. Doubtlessly, Mr. Millar vrill publish 
the calculations upon the stability of the great arch which led him to execute it 
with the lightness which characterises it. The hollow piers of the smaller 
arches we have already seen, in the cases of the Malaunay and Barendn Viaducts, 
to be attended with a risk hardly to be encountered for the sake of the trifling 
saving they can possibly procure. 
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REPORT ON PESTH BRIDGE. 


THE experience of modem nations in everything relating to 
bridges is so various, that no one of them can be said to have 
exhausted the subject. ' Climate, temperature, locality, the velocity 
af the rivers, the condition of their beds, and the materials used 
for bridges, determine, in some measure, the experience each 
nation has acquired ; and owing to the above circumstances, one 
nation may surpass another in some particular branch of practical 
mechanics, though, in other respects, less advanced. In a country 
where the winters are mild, the rivers rarely or ever frozen, and no 
run of ice in fearful and devastating masses, — where the banks are 
bigh, where stone is cheap and money abundant, matters assume a 
different aspect compared with a country where the winters are 
severe, the climate VMiable, the banks of the rivers low, and stone. 
Especially of large dimensions, dear. Thus, in the North American 
States, for instance, where much damage and danger ensue on the 
breaking up of the ice in the rivers, bridges with stone piers and 
timber arches, of immense span, become indispensable, and are 
made of great strength and solidity, timber and materials being 
cheap in that country ; whereas, bridges of stone and iron are 
best adapted to England, where the rivers are rarely frozen, 
the banks generally high, stone and iron comparatively cheap, 
and money easy to be obtained. In Russia and Northern Poland, 
where the winter suddenly sets in, and as suddenly breaks up, 
bridges of boats are usually adopted, and found to answer best, 
rhere the custom is, instead of removing the bridge, on the 
appearance of ice, to leave it to its fate, and, on the return of 
spring, to substitute a new one. The damages done to the old are 
reptured during the summer and autumn, and such portions as 
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are found serviceable reserved for future occasions. Other 
considerations must be taken into account, when it respects 
the load a bridge has to sustain, viz. : whether the bridge be 
intended for foot passengers only, or for general traffic; and 
whether that traffic be small, regular, and slow, or great, irregular, 
and fast. 

It is our opinion, that upon these principles and conditions 
alone, and of course with reference to material and design, &c., 
every bridge ought to be constructed ; for instance, suppose it 
to be possible that any one could be found to propose such a 
bridge as now exists between Malta and Gozo, which consists 
of a single rope only, as a means of forming a permanent and 
safe commimication, between the suburb of Unter-Maimhartsberg 
and Vienna, and oflPer as a reason, that because it answers in its 
present site, it ought, therefore, to answer in the proposed one, 
we might justly ridicule the idea and consider it pure folly. 
Keeping these general conditions in view, it is our opinion that 
a permanent bridge between the two cities of Pesth and Buda 
must not be a matter of taste only, but of demonstration according 
to the laws of mechanics and mathematics. 

The main question is, what kind of bridge ought we to have ? 
Now to answer this without further waste of time, by remaining 
at home, and deceiving ourselves with the beauties and subtleties 
of theory, we determined on going to England, and there 
consulting with men of experience and skill. The reason for our 
proceeding to England in preference to other countries, we beg 
to be aUowed to explain, was partly because all that relates to 
mechanical science has been there brought to the highest 
development ; partly because, in this respect, practical results are 
almost without end : or, to speak more clearly, because far more 
has been done there worth going to see, than is to be met with on 
the whole continent of Europe ; but principally for the reason 
that it stands in such close relations with North America, a 
country whose climate and other physical characters bear so striking 
a resemblance to those of our native land. We could have desired 
no greater pleasure than to have visited that country, but the 
approaching opening of our Diet so limited our time, that, inde- 
pendently of other reasons, this, of itself, would have prevented 
us ; therefore, in order to make the best use of the short time 
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allowed us (a few months only), we chose England, as presenting 
the best and widest field for our researches. 

According to our views, and as far as our limited experience 
enables us to judge, the chief difficulties to overcome are : 1st, 
the force of the ice and the inundations likely to arise from the 
contraction of the sectional area of the river, where naturally the 
shores he so low, as, for instance, at Pesth and Buda ; 2nd, the 
raising of the necessary capital, with a financial system so poorly 
developed as ours ; and, Srdly, the absence of a general co-operation 
in carrying out great undertakings. 

A bridge which could be constructed without any piers in the 
river, or with the least number possible, we consider the most 
desirable; and, in fact, in our opinion such only ought to be 
adopted. This desideratum, at least as far as present invention 
has advanced, is comprised solely in the Suspension Bridge, where 
facility of construction, strength, and durability are combined with 
cheapness and economy. At the first outset, we sought to put our- 
selves in communication with men who made work of this kind 
their chief study, and who had turned their entire attention to the 
perfecting of the branch of art adopted by them, and whose existing 
works were sufficient proof of their skill and ingenuity. Although 
we cannot omit to mention with praise the pohteness and afiability 
with which we were in general received, still, in justice to our- 
selves, we may allude to the difficulty we experienced at the 
commencement in drawing attention either to ourselves or to 
the greatness of our object, — ^the real cause of which was, that 
the principal engineers of England, being continually engaged in 
works of great magnitude, looked upon the erection of a 
permanent bridge between Buda and Pesth as a matter of 
little difficulty. 

Added to this, we appeared as foreigners firom a nation Uttle 
known in England, without any certainty as to our plan being 
carried out; while, as honourable men, we could give no other 
answer to the invariable question, " Is it likely that the work will 
be proceeded with?" than, "We hope so.'' 

We had, however, the satisfaction of seeing that the plans 
furnished us by the Directors of the Government Engineering 
department attracted considerable attention : these plans, for which 
we are indebted to the kindness of the Arch-Duke Palatine, 
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represented the course of the Danube from Waitzen to F61dv6r» 
in all their detail, together with the necessary cross sections, and 
although we can with difficulty express the chagrin we felt when 
we discovered how little known we Hungarians were, by people in 
every other respect well-informed — stiD, on the other hand, we 
saw with pleasure the surprise expressed at the excellence and 
completeness of the plans, which they could not too highly 
commend. It must, however, be confessed that the ignorance of 
foreigners, with respect to us, is less to blame than ourselves ; a 
heavy load lies upon our shoulders for our own backwardness, and 
it afforded us no small consolation when we saw the real value that 
was attached to our performances, for we thus clearly foresaw the 
dawning of the success which must ultimately crown the exertions 
of our nation, and the first spark of that holy fire, which, if not 
crushed and trodden under foot, swells the breast of man and 
stamps greatness on a nation. This feeling then, although it may 
be considered of Uttle consequence, was to us of the greatest 
importance, for exactly in proportion as our undertaking created 
sympathy (which it was evident did not result from idle curiosity, 
but from a real desire to serve our native land), so did our 
zeal and endeavours increase. In mentioning these circumstances, 
we beg to retmn our sincere thanks for all the information we 
obtained in reference to our project, and to request the Honourable 
Committee to thank in the most marked manner His Imperial 
Highness the Arch-Duke Palatine^ as well as the Honourable 
Board of the Government Engineers ; for we feel that to the 
correctness and perfection of the plans furnished by them as 
above alluded to, we owe the obtaining of the information which 
we are about to lay before you. 

Mr. W. Yates was the first with whom we communicated on 
the subject, and in order to enable the Honourable Committee to 
judge of the truth of our remark, viz. " How difficult it was to 
engage the attention of the English engineer for any undertaking, 
which although it might appear almost impracticable to us, 
appeared to him as trivial," we beg to be allowed to lay before 
you the following statistical data, which we purpose availing 
ourselves of occasionally for comparison in the course of this 
Report : — 

Mr. W. Yates is a partner in the firm of Walker and Yates, 
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gentlemen who are proprietors of an iron-foundry capable of 
converting and turning out weekly 200 tons of their own pig- 
iron in addition to 200 tons of bar-iron, making a total of 400 
tons of iron manufactured weekly, which, by a little extra exertion, 
as they assured us, might be increased to 500 tons. Notwith- 
standing that they own several coal mines, and that their works 
are situated at Gospel Oak, near Birmingham, in a comparatively 
cheap district, still their monthly expenses amount to 12,000/. The 
Viceroy of Egypt, alone, has paid them for many years successively 
the sum of 100,000/. From this it will be seen, that two English 
gentlemen produce more iron from their private establishment, 
in one year, than does the whole of Hungary in a similar 
period ; for we find that the produce of manufactured iron, taking 
into account every place under the crown of Hungary, amounts 
to no more than 300,000 centners, or about 16,500 tons. As 
regards the extent of the works of Messrs. Walker and Yates, 
they are very far from being the largest in England, and the reason 
why we applied to them in preference to others was, that all the 
largest cast-iron bridges of the day had been made at their works, 
and because it does not necessarily follow, that they who do most 
work do it best. The average quantity of iron annually manu- 
factured in Great Britain is 500,000 tons, but a few years back 
the quantity was nearly 700,000 tons. The Waterloo Bridge cost 
one million sterling, and London Bridge about 1,200,000/. The 
railway between Liverpool and Manchester, which is about thirty- 
two English miles, or about seven Hungarian, was (if we remember 
rightly) estimated to cost one million sterling, but actually cost 
1,200,000/. ; the distance is travelled over in one hour • and a 
quarter. The railway now projected between London and Bir- 
mingham is estimated at 2,400,000/., but it is believed will cost 
2,000,000/. The proposed erection of a pyramid which should 
contain 5,000,000 of corpses, is estimated to cost from 400,000/. to 
500,000/. sterling. 

Through IVLr. W. Yates, we became acquainted with Mr. Tierney 
Clark, an engineer of whose talent and experience we could have 
no doubt, particularly in aU matters relative to Suspension Bridges. 
He has erected the Hammersmith, Shoreham, and Marlow Bridges, 
the plans and drawings of which, with a description, we have the 
honour to lay before the Honourable Committee. 
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From this time forward we obtained much experience and 
information, and omitted no pains to elucidate more and more 
the . practicabiKty of our project. We subsequently made the 
acquaintance of other engineers of eminence, amongst whom we 
may mention Mr. James Walker, the celebrated Telford, Messrs. 
Hartley, Ogden, (the American Consul at Liverpool,) and Mr. 
Wright, from North America ; and, in the course of this Report, 
we shall have several opportunities of referring to the opinions of 
these gentlemen in detail. Our progress was recorded daily in our 
note-book ; and, from the tenor of our inquiries, we soon became 
convinced that the practicability of erecting a permanent bridge 
between Buda and Pesth was no longer doubtful ; and although 
we admit the necessity of having recourse to men of first-rate 
experience, its success must ultimately depend upon the will of 
the Hungarian nation. We could come to no other conclusion: 
why should we despond, with the example before us of a country 
where, amid the blessings of universal freedom, each step leads to 
new wonders, the fruits of man's genius, presenting a noble beacon 
to all other nations? — ^why should we entertain a doubt, then, 
but that in Hungary, too, we were capable of producing such 
noble works as in England are to be found in great numbers, 
and which, as momunents to the enterprise of private men, are 
to be met with continually ? Yes ; we cannot but be convinced 
such things are for Hungary too ; if not, at least, in so great a 
number : we require but the will of the nation for a few. We were, 
however, fully impressed with the feeling that, for the furtherance 
of our object, it required more than merely to convince ourselves 
and the Honourable Committee — ^it required that our data should 
be such as would convince the public at large, and put the 
practicability of the structure beyond a doubt. 

The carrying out of our project never, in reahty, appeared 
impracticable to us ; but what could we inexperienced individuals 
do, other than investigate the matter to the utmost, and, by sound 
proof, clear away the mist which seemed to obscure the under- 
standings of contending parties ? It now lies in the hands of the 
great public to solve this problem ; w^e must, however, admit, that 
the public ought not to be induced to stake their money and their 
rights upon an object, the carrying out of which is hazardous and 
fraught with danger; therefore, to remove all doubt upon this 
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point, we consider the best and simplest method is to lay before 
them accounts of similar undertakings, all of which have been 
crowned with success. For this purpose, then, we beg most 
respectfully to lay before you a variety of designs of •English 
bridges in existence, and of such as we have been able to obtain, 
and which in our opinion are best suited for execution between 
Pesth and Buda. First of all, we requested several engineers to 
favour us with their answers in writing in respect to certain 
queries which we had drawn up on paper, and which, as a more 
business-like way of proceeding, would at the same time enable 
the parties to consider their answers better, and moreover, avoid 
all ambiguity upon such an important point, and set at rest the 
scruples of those who choose to read them. Had we not adopted 
this mode of proceeding, it is possible that many might have 
been found ready to persuade others that we had been led astray 
by our enthusiasm for the cause, and wished them to believe as 
we did. 

There is now, however, no room for such a belief, for we have 
the pleasure to lay before you the well-considered opinions of men, 
whose experience, far from being based on theory, is founded on 
actual practice, and who value their own reputation too highly 
to risk an opinion which they cannot afterwards support and 
demonstrate according to the laws of science. We therefore 
beg to lay before you a translation of the questions sent in to 
Mr. Tiemey Clark, C. E., with his answers to the same. 
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The Questions as proposed ht/ the Cottst GsoBeB Ajtdbasst and the Count 
Stephek SzECHEinri to W. T. Culbk, C.E., together with his Answers, 
respecting the erection of a permanent Bridge hetween Bvba and Pesth^ 
l^th September, 1832. 

First Question. — ^What kind of bridge would you recommend as bmg 
the best adapted for forming a permanent communication between the two 
cities of Buda and Pesth ? 

Answer. — ^I am of opinion that the description of bridge best adapted for 
either of the situations represented by the various plans and sections, for 
forming a permanent communication between Buda and Pesth, is a chain 
suspension bridge; as the limited number of piers it would require 
would oppose less obstruction to the flow of the water and ice than either a 
cast-iron or stone bridge. The approaches or ascent to a suspension bridge 
will be considerably less than those which would be required for either a 
cast-iron or stone bridge, and will consequently be cheaper in this respect. 
By referring to the sections of the river, it is evident that whatever the kind 
of bridge, the approaches must be of considerable length and height. To 
accomplish this it will require considerable outlay, which, however, may be 
much reduced by a judicious application of a dredging machine, to clear out 
the bed of the river ; which, if I may be allowed to judge from the very 
perfect plans before me, would easily admit of very great improvement : so 
that, at the same time that you save money, you are carrying out a great 
public benefit. 

Second QMesiion. — Which is the largest suspension bridge in the world, 
and wliich has the greatest span between the piers ? 

Answer. — ^The greatest distance between the points of suspension of any 
bridge in existence is, I believe, the Menai Bridge, which is 570 feet; 
but the total length of the roadway supported on the chain is only 542 feet. 
The distance between the points of suspension of the Hammersmith Bridge 
is 422 feet; but the length of the roadway supported by the chain is 710 
feet, or 168 more than is supported by the Menai Bridge. 

Third Question. — ^What point between Buda and Pesth do you consider 
as best adapted for the erection of a bridge ? 

Answer. — It is difficult to determine which is the best situation between 
Buda and Pesth for the construction of a bridge without a personal 
inspection of the different sites from which sections have been taken ; but 
any point between the sections A B and a 6 seem favourable. Below this 
the river widens very much, and the expense would be considerably increased 
without any apparent advantage. 

Fourth Question. — Could not a bridge of one single span be thrown across 
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the Danube? And what do you consider the greatest length of space 
which could be adopted safely^ and without disagreeable oscillation P 

Answer, — ^A bridge conld be erected over the river at any of the narrow 
sections to the extent of from 1000 to 1200 feet in one span, without danger 
or unpleasant oscillation; but I should advise having a bridge with two 
spans in preference. 

Fifth Question, — How many piers do you consider it necessary to have in 
the water, in order to make a suspension bridge safe P 

Answer, — ^The number of piers will entirely depend upon the situation 
which may be chosen for the erection of the bridge. 

Sixth Question. — ^Do you not think that the ice would carry away the 
piers ; for at times its force is beyond all conception P 

Answer, — If the piers are properly constructed, there can be no danger of 
their being carried away by the ice, however massive and powerfiil it may be. 

Seventh Question, — ^Would not the piers tend to an accumulation of ice, 
so as to impede the flow of the river, and thus cause serious and dangerous 
inundations ? 

Answer, — As all the ice and water passes through the narrowest section of 
the river at CD, and as the sectional area of the piers would be but small, 
the river between the sections A B and a b wonld still be equal in area, if 
not greater, to the narrowest section CD; and, consequently, there would be 
no increased tendency to the accumulation of ice. — (Having had a personal 
interview with Mr. Clark as to the purport of this answer, we obtained the 
further following verbal explanation, viz. : — ^that he conld iq no case recom- 
mend a bridge to be erected at the narrowest part of the river, either with one 
or more piers, since by such means the danger of increasing the accumulation 
of the ice would be great, and perhaps be the cause of devastating inun- 
dations. To this we made the remark that, although the breadth of the 
river at C D was considerably smaller than at A B,or a 6, still the river 
was much deeper, and therefore could carry off more water and ice than at 
any other point. He answered, with respect to the quantity of water passing 
off. Tour views are right ; but, as the ice, for the most part, floats on the 
surface, the result would be quite different. He, however, concluded by 
referring us to his First Answer, in which he called attention to the absolute 
necessity of deepening the bed of the river.) 

Eighth Question, — Is there any probability of the chain by which the 
bridge is supported, breaking P 

Answer, — If the chains are made with the best wrought iron, and the 
usual and precautionary measures be taken as to the quality of the material, 
workmanship, and proof by a constant supervision during their manufacture, 
and their section be proportioned according to the load to be suspended, 
there can be no danger whatever of the chain breaking. 

Ninth Question, — ^Is there no danger to be apprehended of the piers giving 
way, and being pulled over ? 
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jMSwer.-^Jf the piers are properly proportioned to their load and other 
contingencies to which they may be subjected^ and are built with the usual 
and necessary precautions, there is no danger whatever of their being thrown 
down. — {Note: We cannot omit here calling attention to the expression 
which Mr. Chirk makes use of in the Eighth and Ninth Anstcers, where, in 
speaking of the strength of the chains, he says, ''if the usual precautionary 
measures are taken ;*' and with respect to the piers, again he says, '' if they 
are built with the usual and necessary precautions :" we think it necessary to 
explain what is here meant, and which cannot but be considered as an 
extraordinary proof of the manner in which professional works are 
conducted in England. Mr. Qark says, '' usual manner/' now these words 
do not mean indifference or neglect, as we find the conmion interpretation to 
denote, but rather perfection ; for were our works in this country to be 
carried out according to the eveiy-day interpretation of the word '' usual,'' I 
should feel very great objection to trust myself on a suspension bridge 
constructed under such supervision. 

Ihnth Question. — ^Might not the natural elasticity of the iron, when acted 
upon by stormy weather, occasion a dangerous amount of undulation, which, 
if not injurious to the structure itself, would appear dangerous ? 

Answer. — ^I am of opinion, from my experience in this country, that the 
vibratory motion of the bridge would not be injurious, nor excite appre- 
hension, in stormy weather. 

Eleventh Question. — ^Are you aware of the existence of any house that 
would undertake to ensure the bridge against the following, viz. : — 

a. The ice carrying away the piers. 

b. The piers in the water causisg an extraordinary stoppage of 

the ice, and thereby serious inundations. 

c. The breaking of the chains. 

d. The giving way of the piers, or sinking of their foundations. 

e. The existence of unpleasant vibrations ? 

Answer, — I do not know of any estabUshment in this country which would 
undertake to ensure against the risks referred to under the heads a, b, c, d, e. — 
{Note: Mr. Clark could give us no satisfactory answer to this question. As 
engineer, he did not interest himself in the arrangements of assurance 
companies. We shall, however, further on, again refer to this question.) 

Twelfth Question, — ^What do you consider would be the weight of the 
chains for a bridge between Buda and Pesth ? 

Answer, — ^The weight of the iron-work will entirely depend upon the span 
of the bridge, its versed sine, and the load the bridge will have to support. 
But before this question can be answered correctly, the situation of the 
bridge must be finally determined. In order, however, to place in the hands 
of the Company something tangible, until the time arrives for commencing 
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the works^ and in order that they may be able to estimate their means^ I 
have prepared several plans^ with rough estimates^ the estimate being 
computed according to English prices. 

Thirteenth Question. — Might not the iron-work be manufactured in 
Hungary? 

Answer. — ^Not being acquainted with the nature of the wrought and cast- 
iron of Hungary^ or the means the manufacturers have for making the 
links, and other iron-work, with the degree of accuracy and precision so 
essential to the stability of a suspension bridge, it is impossible for me to 
give a decided opinion on this point; but, judging from the iron- work 
usually made abroad, I should think it could not be done without con- 
siderable risk and danger. 

Fourteenth Question. — Of what kind of iron should the bridge be made— 
of cast or wrought iron? 

Answer. — The chain links, vertical rods, pins, gudgeons, and bolts, must 
be made of the very best description of wrought iron, and under continual 
supervision, and subject to proof. The beams, truss-columns, retaining- 
plates, &c., should be made of cast-iron, of the very best grey pig. 

Fifteenth Question. — ^What would be the price of such iron per ton ? 

Answer. — ^The price of the wrought iron work in London would be about 
24^. per ton ; the cast-iron work, about 10/. per ton. 

Sixteenth Question. — ^What would the expense of freight per ton be from 
London to Fiume, including loading and unloading, togetherwith the insurance? 

Answer. — ^The freight per ton, including insurance, &c., to Kume, would 
be about \l. 6*. 6^. 

Seventeenth Question. — What is the tenacity per square inch of English iron ? 

Answer. — ^An inch square bar of English iron begins to stretch with a 
weight of from 1 to 12 tons, and breaks with from 24 to 27 tons weight. 

Eighteenth Question. — How is the tenacity of the iron determined? 

Ansioer. — The iron can be proved in a maphine constructed of simple or 
compound levers. A graduated scale then attached, from which the tension 
the iron is subjected to, may be read off during any period of the experiment 
from its first stretching to the time of its breaking. — [Note: These two 
answers can be only properly understood after personal inspection of the 
machine in use.) 


Continuation of Questions and Answers on the 20th October, 1832. 

Nineteenth Question. — Of what length and breadth would the piers, which 
stand in the river, require to be ; and how deep must the foundations be 
carried? 

Answer. — ^The breadth, length, and depth of the piers will depend on the 
width of the carriage-way, the span of the bridge, the depth necessary for the 
foundations, the height above the highest water necessary for the navigation. 
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as well as the dip of the chains ; in short, the site of the bridge must be 
fixed, before a correct answer can be given to the question. 

TiaefUielA Question. — ^What stone would be required for building the piers ? 

Answer. — ^Any kind of stone that can be obtained in large blocks, capable 
of resisting the weight to be supported, and the effects of the weather. 

Twenti/'Jirst Question. — ^What is the price of the stone, as used in England, 
for such works ? 

Anstoer, — ^The price of stone used in this country varies from 4«. to 5#. p» 
cubic foot, which includes aU expense in labour, setting, and dressing. 

Tioentyseeond Question. — ^What is the price of labour in England ? 

Answer. — ^The price of manual labour varies in proportion to the ability of 
the labourer. 

A Mason is generally paid from hs. 6d. to 6s. Od. per day. 
A Bricklayer „ „ bs. Od. „ bs. 6d. „ 

Smiths „ „ 5^. Od, „ 8^. 0^. „ 

Carpenters „ „ * bs. Od. „ 6*. 6rf. 

Common Labourers „ 2s. 6d. „ 3«. 6d. 
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Twenty4hird Question. — Would it not be advisable, for the greater security 
of the structure, to erect ice-breakers in front of the piers ? 

Answer. — ^The piers of themselves would form buttresses or '' cutwaters,*' 
and be quite adequate to resist the effect of the ice, without any other assist- 
ance whatever. 

Twenty-fourth Question. — ^What is the most desirable kind of foundation on 
which to build such piers P 

Answer. — Eock of sufficient solidity, strong clay and gravel. 

Twenty-fifth Question. — ^Would it not be advisable to protect the masonry of 
t];Le piers by means of a cast-iron covering P — ^This is not proposed because 
we have any fear of the force of the ice, but because we feel a little anxious 
as to the stability of the piers when the chain comes in contact with them. 

Answer. — This precaution I consider to be wholly unnecessary, because 
the chains are not fastened to the piers ; but, on the contrary, only rest upon 
them on a system of rollers, in order to admit of their moving freely backwards 
and forwards. 

Twenty-sixth Question. — ^Would not the structure be exposed to great risk, 
owing to the expansion and contraction of the chains under change of 
temperature ? 

Answer. — ^From the experience I have had, I am of opinion there is no 
danger to apprehend from the effects of heat or cold on the iron-work. — I am 
borne out in this opinion by observations made at St. Petersburg, where 
the mean greatest cold is 23° Fahrenheit below zero ; and this intensity 
does not appear to have had any detrimental effect on the two small suspension 
bridges which are thrown over the Fontanka Canal, one being 184 feet between 
the points of suspension, and the other 150 feet. '^ If we only glance at the 
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construction of the different parts of a suspension bridge^ we must at once 
lose all anxiety as regards its stability ; for^ as it will be seen by reference to 
the plans^ the chains hang free from one extremity to the other, and conse- 
quently are capable of adjusting themselves, in case of any expansion or 
contraction taking place/^ 

Twenty-Seventh Question, — ^Do you think that the iron-work, in cases of 
thunder-storms, would be exposed to danger from electricity ? 

Answer. — ^I have never known any instance where the electricity has taken 
effect. — {Note : In England, thunder-storms are of rare occurrence ; and as we 
do not consider this question superfluous, we shall take another opportunity 
of referring to it.) 

Hhoeniy-eiffhth Question. — ^Do you not consider it absolutely necessary that 
some experienced engineer should make a personal inspection of the proposed 
sites before the bridge is commenced; and would it not be further advisable 
that such person should reside a winter at Pesth, in order to see the effects 
of the breaking up of the ice ? 

Answer. — Certainly ; I tliink that the most proper person to go over would 
be the person who might be entrusted with preparing the design ; and I think 
this could not be efficiently done without tflking a view of the spot, 

TSoeniy-ninth Question. — Supposing it should be determined to erect a sus- 
pension bridge, would you have any objection to undertake its construction ? 

Answer. — I should have no objection whatever to undertake its 
construction. 

Thirtieth Question. — ^In the meantime, until the whole is decided upon, 
would you undertake to furnish us with several working designs^ and the 
necessary detail drawings? 

Answer. — ^Tes, provided I am engaged to undertake its erection. — {Note: 
By these plaqs Mr. Clark understands drawings, which should denote the 
minutest detail, and the preparation of which requires so much time^ that no 

■ 

one in the profession could be found who would undertake them, without 
having, as a remuneration for his trouble, a share in the construction of 
the work, or be handsomely paidk To prepare plans in England is so 
expensive, that our private Hungarian purses would have been inadequate to 
pay for them. We therefore considered it advisable to give up the idea of 
procuring a complete set of detail working drawings; first, because the 
actual site of the bridge was not fixed upon; and secondly, because we were 
not certain of its being actually carried out. Under these circumstanees^ 
therefore, we deemed it advisable to procure a general design only, but 
one which would at the same time be comprehensive, and give a general idea 
of the plan proposed.) • 

Thirty-first Question. — ^What would be the cost, including all contingencies, 
of a suspension bridge, supposing it to be erected at the section A B ot 
C D, according to your English prices ? 

Answer, — ^According to my computation, a bridge, according to the design 
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marked No. 1, would cost about 148^000/. ; according to the 2nd design, 
about 151,000/. ; and according to the 8rd design, about 127,761/. sterling. 
I must, however, be allowed to observe, that these calculations are only so 
far correct, inasmuch as the sections are right ; and every allowance must be 
made for the natural difficulties of the locality, which are wholly unknown to 
me. — {Note : This is the reason why we wished the prices calculated according 
to English ones, for by that means we could readily form a comparison by 
obtaining the relative prices of labour and material in this country, as 
compared with England.) 

Thirty^econd Question, — What do you consider would be the annual cost 
of keeping a suspension bridge in repair ? 

Jsuwer. — ^I cannot undertake to answer this accurately, it depends on so 
many different circumstances; but the total expense of keeping the 
Hammersmith Bridge in repair for the last five years has not exceeded 100/. 
per annum. — {Note : The cost of the Hammersmith Bridge was about 48,000/. 
the cost of repairs per annum, 100/., and consequently not more than -^ per 
cent, per annum.) 

Thirty-third Question. — ^Is there any establishment that would undertake 
the cost of maintenance, or secure us against the possibility of the estimate 
being exceeded P 

Answer. — I do not know of any such establislunent. — {Note : This question 
has reference to Question No. 11, and, as there observed, we shall refer to it 
further on.) 

Thirty-fowrth Question. — ^What time do you consider necessary for the 
construction of a bridge between Buda and Pesth, from the day of 
agreement to the day of opening ? 

Answer. — ^Not being aware of the facilities the country affords for conducting 
such a work, I cannot answer this question ; but I should think it might be 
completed in from three to five years from the commencement. 

Thirty-fifth Question. — ^At what fixed periods must the payments be 
made? 

Answer. — This would entirely depfend on the agreement with the 
contracting party. — {Note: We shall take another opportunity of referring to 
this important question.) 

Thirty-sixth Question. — ^Would it not be advisable to construct either a 
cast-iron or stone bridge in preference to a suspension bridge, if we take into 
consideration the great amount of traffic of all kinds which it would be 
impossible to restrain within limits ; and the enormous force of the wind in 
storms? 

Answer. — I apprehend that a stone or cast-iron bridge would, from th^ 
number of the piers necessary, cause very considerable impediment to the 
flow of the river and ice, and consequently cause more frequent and serious 
inundations than heretofore. 

Thirty-seventh Question. — Do you consider it advisable to construct 
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suspension bridges in such exposed thoroughfares, as, for instance, between 
Buda and Pesth ; and would the security of the bridge require a system 
of police, whose duty it should be to prevent tod rapid movement on the 
platform, as well as too great a load being on it at any one time ? 

Answer. — ^A chain bridge can be made capable of resisting the force of 
storms, as well as any amount of traf&c, no matter what its velocity. I 
think the intervention of the police might be of service, not to insure the 
stability or safety of the bridge, but to put down all excesses, and prevent 
damage to the works, as well as prevent accumulation of manure and dirt on 
the platform. 

Thirty-eighih Question. — Is the iron-work liable to be deteriorated by the 
effects of corrosion, %nd thus endanger the permanency of the structure ? 

Answer. — ^The iron- work will suffer little or nothing from corrosion, as 
it is usually protected from the action of the air, in the first instance, by 
heating, and then submersion in a bath of boiling tallow, after which it is 
painted with three coats of good paint. This method has beei^ found to 
answer perfectly, so that one or two coats of paint, once in two or three 
years, according to circumstances, has been found to answer the purpose of 
preventing oxidation ; and this method is attended with little expense. 

(Signed) W. TIERNEY CLARK 

EanmenmUh, \Q1h November, 1832. 

Such, then, are the answers handed in to us by Mr. Clark ; if, 
however, th^e should be any want of logiqal arrangement in the 
foregoing, we beg that the Honourable Committee will attribute it 
to the fact, that two series of questions were sent in, on two 
different occasions, the answers to which, for the sake of 
better reference we were unwilling to separate, are placed in 
succession under the same head ; from which it will be seen that, 
in several instances, after an answer has been given, a question 
follows which appears to have no reference to the foregoing one. 
This, however, originated from the first answer containing reference 
to matters with which we were at the time unacquainted, and 
which we could not have foreseen. On the other hand, we must 
also beg to excuse the broken and disconnected manner of our 
investigation, on the plea of having had to make use of the English 
language, in which, at that time, we were not very great adepts ; 
and, further, the reason that our inquiries were not so compre- 
hensive as they might have been, we must again beg to observe, 
was, that having undertaken this investigation on the score of 
good-will, we lacked the courage, or, if we might so express 
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ourselves, the pedantry to heap searching question on question, and 
because we saw that Mr. Clark could badly afford to abstract so much 
of his time from his other great works to investigate a project at the 
time in embryo only. We had enough to do to get Mr. Clark 
to give us the few answers herein aUuded to, which will be 
fully appreciated, when we assure the Honourable Conamittee that, 
notwithstanding our continual exertions and pushing, nearly two 
months had elapsed before we obtained the answers and plans we 
have now the honour of laying before you. We have, however, 
now the satisfaction, until the proper time arrives, of possessing 
in manuscript the opinions and views of an engineer, who, although 
he has neither grown grey nor old in his appearance (he is in the 
prime of life), still possesses as much practical knowledge as any 
other ; and, although silent upon this point himself, still his works 
speak loudly in his praise. 

This autograph we shall always consider, as a valuable result 
gained by our indefatigable exertions, since we hope and 
trust that the opinions of a practical man, of acknowledged talent, 
cannot but tend in a great measure to unite the views and opinions 
of those who consider our scheme impracticable, and our trouble 
as thrown away ; and let us further hope that all well-wishers 
to their native land wiU join hands, aiid give us -their united 
influence, with the determination to carry out and complete this 
undertaking, and not allow themselves to be led away by their 
prejudices. If, then, the opinions of such an experienced 
engineer can have no weight, what weight ought to be attached to 
the prattle of the wise-heads of the Coffee-house, who never in 
their Uves saw a good bridge, and who, although they set them- 
selves up as the champions of theory, have never so much as erected 
a gangway, nor a paltry wooden bridge, but who stiU feel 
themselves competent to dispute the possibility of a bridge between 
Buda and Pesth; and why? because they would be sure to fail 
in the erection of such a work. 

It may, however, be urged in opposition to Mr. Clark's know- 
ledge and experience, that as all his works have been confined to 
England alone, where, in comparison with our country, there is no 
winter and no great rivers, it is impossible for him to appreciate 
the enormous force of the Danube in winter ; and in consequence, 
if we may be allowed to use the expression, his experience is 
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EngUsh only. Mr. Clark, too, was of this opinion, so that when 
he, in conjunction with Mr. Yates, was called upon by the Russian 
Government to erect a suspension bridge and other works at St. 
Petersburg, they commissioned Colonel Colquhoun, of the Royal 
Artillery, to proceed to St. Petersburg, in order to make obser- 
vations on the temperature, the freezing of the Neva, the breaking 
up of its ice, its velocity, &c., and numerous other important matters. 

From this fact we must consider his experience and knowledge 
as extending not only to England, but to Russia also, and, therefore, 
in some measure to Hungary; for, although with us the cold is severe 
in the winter, and our Danube a mighty river, yet in St. Petersburg 
the winter is by no means warm, nor the Neva a petty stream. 

Notwithstanding all this, we considered it of the first importance 
in such matters to procure the very best opinions possible for our 
guidance, and, in consequence, did not confine ourselves exclusively 
to Mr. Clark; but, on the contrary, submitted the principal 
questions to other eminent engineers. With Mr. Telford we had, 
therefore, the following conversation : — 

Question. — ^We wish to construct a bridge in Hungary, the length of 
which may be taken at 1600 feet. There are many of us who consider 
BUcB an undertaking impracticable, and think that it would be either carried 
away by the ice, or cause such a stoppage in the river as to occasion extensive 
inundations. What is your opinion ? 

Answer, — It is difficult to answer this question at once, without ^previous 
knowledge of the locaUty. 

Question. — ^Wbat do you consider the depth of the river ? and what is the 
nature of its bed ? 

Answer. — Five to six fathoms, with a bottom chiefly of sand. The depth 
is insignificant ; but the sand I the sand ! that is a great evil. 

Question. — ^And why ? Is it not possible to overcome this difficulty ? 

Answer. — Why not ? we have means enough at our command to proyide 
against it ; but rock or clay were better. For the rest, you need not have 
the least apprehension of stoppage to the ice, or inundations in consequence, 
if due precaution be taken to have the supportiog piers at a sufficient 
distance from one another. 

Question. — What kind of bridge would you recommend? and what do 
you consider as the greatest available span, and at the same time the least 
dangerous P 

Answer. — ^This can only be determined from a knowledge of the locahty ; 
suspension bridges admit of the largest spans. I have prepared a design for 
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the city of Glasgow, of a bridge a 1000 feet span; but I conaider spans of 
from 500 — 600 feet {like those of the Menai Bridge, which I built) to be 
the most advantageous. The piers of this bridge would not care much about 
the ice of your rivers ; they would laugh at it. With respect to the effects 
of the ic*, I have a great deal of experience, having coDstructed many 
bridges in Scotland, where the natural difficulties have been greatly increased, 
owing to the velocity of the river and the force of the ice. But, Gentlemen, 
allow me to observe, we do not consider any thing impossible. Impossibility 
exists only in the prejudices of mankind, to which some are slaves, and from 
wlitcb few are able to emancipate themselves, and enter on the path of tmtiL 

Quettion. — ^While on your bridge at Menai, we did not experience any 
extraordinary motion, although men, carriages, and horses were passing and 
repassing ; but when only six men ran along the platform, each keeping step, 
we did experience a sensible motion. Would not, therefore, this kind of 
motion be much greater in a bridge between Buda and Pesth, where 
the trsffic is many times greater, and where the river is so much wider, than 
at the Menai Strait ? [Kote : The drawings of this bridge we now beg 
to lay before yon.] 

An»Ker. — Suppose the bridge to have a little motion, it is of no conse- 
quence, and can do no injury; so that, notwithstanding the great traffic 
between Buda and Pesth, I do not consider that you could construct 
a safer kind of bridge; however, should it be necessary to avoid motion 
altogether, then I should recommend you to erect a cast-iron bridge of three 
spans, each 400 feet; such a bridge will have no motion, and though half the 
world lay a wreck, it would still stand. The three piers, which would thus 
be necessary in the river, could in no case require more than a width of 75 
feet ; and, while they would be irresistible to the strongest ice, they would not 
occasion any extraordinary inundation in so broad a river. Whether you have 
sufficient money for such a bridge, is quite another question, and one which 
I cannot answer. I will, therefore, confine myself to this observation, that 
the cost of a cast-iron bridge of three arches woidd be, at least, double the 
cost of a chain bridge, since for the latter a less number of piers would 
sufBce, The bridge over the Menai Strait did not cost much more than 
70,000^. 

Queition. — Does the maintenance of the Menai Bridge require much 
outlay? 

Answer. — It requires nothing more than now and then a freah coat of 
paint. The piers are hollow, so that their internal structure may be seen, 
and examined at any time. 

Such was the result of our conversation with Mr. Telford ; but 
as he had not the time to answer our questions in writing, we took 
the precaution to make him understand, in as clear a manner as 
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possible, that we considered his opinion as proceeding from a 
great authority ; and that in making our report we should commit 
his conversation to writing, and that in consequence he must be 
prepared to substantiate his opinions. This he readily consented 
to, and, therefore, we are now in the position to lay before the 
Honourable Committee the authentic opinion of Mr. Telford for 
its further satisfaction, since we can pledge ourselves to the correct- 
ness of our questions, and also of his answers, as given above. In 
submitting the foregoing, we beg to observe that we consider it of 
the greatest importance to the success of our undertaking, that 
the opinions of Messrs. Telford and Clark entirely agree as to the 
two main questions, viz., that the ice will not carry away the piers, 
and that the piers will cause no serious^ inundations. Not being 
yet satisfied, we sought to avail ourselves of the experience of 
such men as lived in countries where the winter was severe, and« 
where rivers similar to our Danube existed. We, therefore, 
proceeded to Liverpool, and put ourselves in communication 
with Mr. Ogden, an experienced mechanician, consul for the 
United States, at that port. After fully discussing the subject 
with him in all its bearings, the result of our interview was that a 
bridge might be built between Buda and Pesth, but that the 
undertaking would be attended with great difficulties. We there- 
fore drew up a list of questions which we sent to him, requesting his 
answers in writing ; and we have now the pleasure of laying them 
before the Honourable Committee, verbatim as we received them 
from him. 

Our Questions. 

Since the climate of Hungary bears a great resemblance to that of the 

Northern portion of the Unitefl States, and since the natural features of 

its rivers do not differ much from those of the Danube, what do you consider 

the most desirable kind of bridge for forming a permanent communication 

between the cities of Buda and Pesth, the breadth of the river being about 

1600 feet? — [Note: The reason of our having given 1600 feet as the width 

of the river was, that the site not having been determined upon, we thought 

it most adrisable to be on the safe side, and assume a larger span. With a 

less span the difficulty, of course, would not be so great. On the site of the 

present bridge of boats the width is only 1248 feet.] — ^Do you not consider 

that the piers in the river would be much exposed to the force of the ice, and 

be in danger of being carried away ? "What amount of experience.do the 
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Americans possess in this respect ? Does the experience in America prove 
that the piers cause a stoppage of the ice, from which extraordinary and 
dangerous inundations ensue? Which is the longest and most complete 
bridge on piers in America ? Do you believe that iron bridges are much 
exposed to lightning ? And is it true that from this cause such bridges are 
not adopted in America? What do you consider to beihe greatest available 
span with perfect security ? What is the reason that the American bridges 
in general are constructed of wood, and not of iron ? 


\i 


If 


Mr, Ogden^s Eeply, 

When good timber can be procured cheap and in abundance, I consider 
that bridges with the superstructure of timber resting on stone piers, with the 
approaches also of stone, offer more advantages than any other kind of bridge, 
no matter of what material. A bridge on this principle was constructed about 
30 years ago over the river Delaware, at Trenton, and stands to this day 
•in the most perfect state. This bridge was constructed on the suspension 
principle, with spans of 200 feet each, so that in case of repair being neces- 
sary, each piece could be taken out and replaced without interfering with the 
stability of the bridge. In the spring, when the floods begiato accumulate 
and the ice to break up, the piers are exposed to great danger, which, up to 
this time, they have so gallantly withstood, that on this point we have now no 
fear. — [Note : In Mr. Ogden's letter he has described, in complete detail, the 
construction of the Delaware Bridge, which, however, we have omitted from 
our report, because we have the honour of laying before the Honourable 
Company his original letter, together with a drawing of the bridge.] In 
answer to the Second, Third, and Fourth Qtceations, I beg to state that no 
apprehension need exist of the piers being carried away by the ice, provided 
they be properly and judiciously constructed of suitable material, sueh as 
granite, than which there can be no better. Our American rivers are perhaps 
more exposed than the Danube to accumulation of ice and inundations ; still 
experience has proved, that, notwithstanding that the piers are strong 
enough to resist the whole force of the ice, still their section is so small that 
the ice is not in the least impeded in its course, and in consequence does not 
occasion inundations. Every one is aware of the great rivers that are to be 
found in America — ^perhaps the largest in the world — still I do not think 
that one can be found over which there does not exist a permanent bridge. I 
could easily enumerate twenty bridges, all constructed of timber, on different, 
but still true, principles. For such a river as the Danube, I do not know 
that I could recommend one better adapted than the Delaware Bridge at 
Philadelphia. I consider an iron bridge to be quite as secure as any other 
against lightning, no matter of what material ; for by means of a single wire 
connecting the bridge with the water, the destructive effects of electricity can 
be obviated. I am not prepared to answer the question, wherein you wish to 
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know the largest span timber arches admit of; but I believe they can be 
made equal to those of cast-iron. 

The origin of timber bridges in America I attribute whoUy to their 
extraordinary cheapness^ which experience has demonstrated ; and as they 
possess every advantage, so we find, even to this day, that out of every 
hundred bridges erected over krge rivers, ninety-nine are constructed with 
timber superstructures. 

And I am of opinion that the more demonstration you seek on this 
head, the more you wiU become convinced, that either a suspension 
bridge, such as is erected over the Menai Strait, or a timber bridge on the 
American principle, will be the best for accompUshing your object. The 
latter, however, deserves your best consideration, both by reason of its 
comparatively trifling cost, and from the advantage of its being free from 
oscillations, which in several instances have caused the destruction of 
suspension bridges. 

In conclusion, allow me to propose that you might, with much advantage 

proceed to America^ there to convince yourselTes of what has already been 

accomplished in this respect, where, provided it met with your approbation, 

you would find engineers willing to accompany you who would undertake the 

construction of a bridge between Buda and Festh, and that, too, on the 

best and most approved principles. 

(Signed) FRA. B. OGDEN. 

Liverpool, 27th October, 1S82. 

On the 3rd of November, we again submitted the following 
questions to Mr. Ogden : — 

Who in general finds the capital for the erection of bridges in America — 
the Grovemment or private companies ? If the Government, in what manner 
is the cost levied on the pubhc P And, if the erection is intrusted to private 
companies, in what manner do they recover the capital expended P Is not 
the right usually granted to them of levying toll on all passengers, either for 
a stipulated number of years, or in perpetuity ? And is there any bridge 
in the United States where no toU is levied? Are bridges in general a 
profitable investment P How many piers has the Delaware Bridge P what is 
its entire lengthP and what was the cost of erection P Do any pohce 
regulations exist for providing for the safety of the permanent bridge at 
Philadelphia, that is to say, for restricting the amount of traffic, which may 
pass over the bridge at any one time P 

To which he gave the following answers : — 

"In the United States such bridges as here alluded to are invariably 
erected by private companies. A right is granted to the company of levying 
a certain toll on all passengers, in compensation for capital, interest 
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011 the same^ and the cost of maintainiug the bridge. Besides this^ the law 
undertakes to protect the company against all infringement of its r^ulations^ 
and gives them the power of enforcing their observance^ so that no damage 
can be done by any one, either intentionally or otherwise; or by heavy 
burdens or quick driving, without falling under the severest penalties of the 
law. And since the maintenance of these bridges is always attended with 
considerable cost and continual repairs (provided that the tolls are such as 
do not yield an exorbitant profit to the company), it is the custom for the 
Government to grant tlie company the right of holding these bridges either 
in perpetuity or for a long term of years. Bridges over which there is a 
good traffic are considered good investments ; but since the profits are not 
80 much considered as the increased facilities of intercourse, a return of 
seven per cent, per annum is not considered to be an ample remuneration ; 
and this is about the common rate of dividend to the speculators." 
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Mr. Ogden also promified to furnish us with several plans of 
American bridges, as well as to procure for us details of their 
cost and copies of the laws by which the shareholders were 
secured; he further, with the greatest pohteness, offered us his 
services in anything he could be of use to us in, and concluded his 
letters with the following encouraging remark : " That we might 
rest assured, if we followed the right course, that the genius of 
our countrjonen would at no distant day produce works, of which 
our country might be justly proud ! " 

We conferred in Liverpool with several other engineers respecting 
our scheme ; amongst them, Mr. Jesse Hartley, who has a most 
extensive practice in the construction of cast-iron and stone 
bridges. Although he ftdly considered the power of the ice, still 
he thought that piers properly constructed would resist it with 
perfect safety. He was of opinion that inundations could 
occur only if the piers were constructed in the narrowest 
part of the stream, or if built so close together, and so low, 
that the inundating water and the floating masses of ice would 
be so much impeded, that in case the bridge were not carried 
away, it would act as a dam in penning back the water. Against 
suspension bridges he spoke with the greatest degree of prejudice, 
and his views were in part supported by an American engineer 
in London, with whom we afterwards became acquainted. This 
engineer was a Mr. L. Wright, a very young, but clever man, 
who, to our knowledge, had never constructed any work, but 
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who had completed a very remarkable model of a cast-iron bridge, 
which we examined with all due attention, and which, as far 
as we were able to judge, was well designed, on good and simple 
principles. The opinions of English mechanicians and men of 
science, however, were very conflicting ; for while, amongst others, 
Messrs. Davis Gilbert, and Meredith approved of it, the celebrated 
Stevenson condemned it. 

Mr. Hartley considered the osciQation of suspension bridges to be 
most dangerous, for, as he expressed himself, the least load would 
put the chains in motion. Owing to this cause he considers a bridge 
of cast-iron, with arches of 300 feet span, as the only advisable 
bridge for crossing the Danube at the proposed site. Mr. Wright 
also condenms the oscillation of suspension bridges : " If they did 
not oscillate, then," says he, "they would be the most perfect 
of bridges, for they admit of being constructed of almost any 
span, while their cost is comparatively trifling ; but since their 
oscillation cannot be wholly avoided, (that is to say, up to this 
time no effective remedy for it has been invented), I consider them 
decidedly unsafe/' According to his opinion, he should have no 
hesitation in recommending a cast-iron bridge on the principle 
of his model, with arches of from 600 to 700 feet span, as the 
most appropriate. Inundations and the power of the moving ice 
he did not fear in the least, and in order to avoid all waste of 
words on this head, he referred us to the numerous American 
bridges, which had been erected from 40 to 50 years ago, and 
which now stand in perfect repair, and which have never been 
found to cause inundations. 

Mr. James Walker, one of the most experienced engineers 
and bridge builders, we had also the pleasure of consulting, but 
only during the latter part of our stay in England, owing to 
his extensive practice and engagements : we, however, did not 
receive a definite opinion from him, but as we had left our plans 
with him we expected one every moment. From the preliminary 
conversation we had with* him, we think he is likely to give his 
opinion in favour of a cast-iron bridge (provided our means 
admit of it), and if not, of a timber bridge. With respect to the 
security of the piers, he fuUy concurred with those engineers 
already alluded to, and he felt convinced that they would not 
cause immdations if made high enough and at proper distances. 
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In an engineering point of view, it appears no difficulty exists, 
and although there is no difference of opinion as to the two 
principal questions, first as to the possibility of the piers being 
carried away by the ice, and secondly as to their being the cause 
of serious inundations ; stiQ, both English and American engineers 
were quite decided as to the kind of bridge they would recommend. 
In all that relates to the two principal questions above mentioned, 
we fully concur; for if we examine only for a moment the 
principle of construction of our own existing bridges at 
Dresden, Prague, Lintz, Wiener Tabor, and Esseg, it is 
impossible not to feel convinced that a bridge may also be 
erected between Buda and Pesth with one, two, or three piers, 
each from 24 to 30 feet thick, without any fear of causing an 
inundation. The bridges at Dresden, Prague, and Lintz, during 
high floods are no better than dams, their piers are so low 
and so close together that they barely afford room for the ice 
and water to flow through, and, notwithstanding, it rarely happens 
that they are either carried away, or that they cause inundations ; 
their construction is, however, extremely faulty, while their 
great disproportionate strength, or rather too great thickness, is, 
in fact, their weakness, for since the water way is so much 
confined, in floods they have to bear the whole weight both of 
the water and ice. The bridge at Dresden, as is well known, 
has stood uninjured for a long series of years ; on the other 
hand, not many years since, the bridge at Lintz suffered con- 
siderable dama^ge, and if we are not mistaken, some of its arches 
were blown up by the force of the ice. Is it then to be wondered 
at, or rather, we should say, is it not perfectly natural, that many 
" bridges " called " good'' should have been destroyed by floods 
and ice, over rivers which, in point of magnitude, are not worthy 
of comparison with the Danube ? though it has given rise to such 
sayings as : " Because that insignificant stream has destroyed such 
a good and stable bridge, which appeared to bid defiance to 
centuries, it is therefore impossible to build a bridge over the 
Danube, which is a hundred times more powerful." 

Let us, however, investigate of what kind this " good bridge " 
really was, and we shall find that it was, in fact, nothing more 
nor less than a pile of stones, some large and some small, heaped 
together without judgment, while the arches w^ere so low and 
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badly constructed, that in the direct proportion as the water 
and ice increased, so did the obstruction. The consequence of 
having the piers low is, that the moment the water begins to 
rise and has reached the springing of the arch, the passage way 
decreases ; and, thus, when the freest passage to the ice 
and water is required, the least is afforded, and the result is 
often similar to that which took place with the bridge at Lintz, 
where the ice, collecting imder the low arches, and so impeding 
the flow of the increasing waters, blew them up, with a force 
inversely to that which would be required to break them in from 
above. Hence the general phrase, " It is impossible to build a 
bridge across the Danube," has become a password. According 
to this old-fashioned and faulty plan, the old London bridge 
was built, which at high water served as an actual dam in the 
proportion of 80 to a 100, while the opening or free passage for 
the water was as 20 to a 100. Again, the Wiener Tabor bridge 
— on what principle was it constructed ? single piles were driven 
into the bed of the river with the most unwieldy and clumsy 
machines, the piles having often to be sphced together in order 
to reach the bottom, which had been washed out by the scouring 
action of the water, and notvrithstanding the most indifferent 
workmanship, that feeble structure has lasted many years. 

The bridge at Esseg is another example of this kind : it is 
built of timber, with the piers 78 feet only apart, and although 
a most serious impediment to the flow of the ice, it has now 
stood nine years without having suffered any damage worth notice. 
Let us now suppose, for example, that between the section A B 
and b a five piers, each 24 feet thick, and of such a height that 
during the greatest floods the surface exposed to the water 
shall not exceed 24 feet, be constructed ; the width of the river 
at this point will then be diminished 120 feet, and if the vridth 
of the river be taken as equal to 1560 feet, we shall then have 
a clear water way of 1440 feet remaining; on these piers we 
can either erect a suspension bridge, or have arches of timber 
or cast-iron as we please. The span being only 240 feet, 
the oscillation in such a suspension bridge would be almost 
imperceptible, but, as is manifest, the whole quantity of the ice 
and water must pass through the section C JO, which is only 
1020 feet ; we shall therefore have a water way on the site of the 
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will cause obstruction enough to lay the adjacent cities under 
water. No, we do not consider it possible ; for on what principle 
can it be demonstrated that the ice, instead of flowing on 
through an unimpeded channel, should turn aside and pertinaciously 
adhere to this single pier ? 

Gentlemen, the very notion of such a thing is perfectly absurd. 
From this we may justly conclude, that, supposing a bridge with 
six arches to be objectionable, a bridge with two arches or with 
one pier only need not be so ; and as no engineering difficulty 
is attached to the construction of a suspension bridge with one 
centre pier, we again come to the possibihty of uniting the two 
cities. The important question now remaiaing to be decided is, 
what kind of bridge is best adapted, both with regard to our 
financial resources and the nature of the Danube : with regard to 
this object we beg leave to lay our humble opinion before the 
Honourable Committee, which we beg may in no way be 
considered as anticipating their decision ; but from the fact that 
having devoted the whole of our time for many months to the 
consideration of this point, and having investigated and well 
considered the advantages likely to arise from the adoption of any 
of the existing examples, we think ourselves called upon to lay 
our unbiassed opinion before the Honourable Committee. 

First, with regard to a bridge with stone arches, we consider 
the idea must be abandoned; for supposing we possessed the 
enormous sum necessary for such a work, it would not be applicable 
to the river, on account of the great number of piers required ; 
and the limited height, owing to the lowness of the shores, would 
inevitably produce the most serious inundations. The largest 
stone arch to our knowledge is to be found at Chester, in the 
bridge which spans the river Dee — ^the arch is 200 feet span. The 
celebrated Rialto bridge at Venice has a span of only 90 feet. 
Now since the Danube at the section, A B, b ay is 1660 feet, 
if the span of the Chester bridge be adopted here, we should 
require six massive piers in the river, and the bridge would in 
consequence be raised too much, so that the approaches would 
nearly* equal the whole length of the bridge, and owing to the 
locality could not be accomphshed. 

Before proceeding further, we must beg to assure our country- 
men, that we are of unanimous opinion that no bridge which does 


S8 EEPORT ON PESTH BBIDGR 

not at present exist, and which has not been fiiUy proved by 
trial, ought to be recommended : were it otherwise, om* time 
and money might be lost in experiments, which, if not attended 
with success, would have the double evil of retarding our advancing 
steps. We find that in a model many things are considered perfect 
which when carried out on a larger scale do not succeed; we 
therefore consider the best and most sensible plan for us is to 
follow and study closely the result of practice only, so that, 
instead of trying experiments for others' benefit, we may rather 
profit by past experience ; and therefore we do not see that we can 
in justice to our subject recommend stone arches of 200 feet span, 
since we are not aware of the existence of another example of the 
kind. The centre arch of the new London Bridge is only 150 feet 
span, and the nine arches of the Waterloo Bridge are only 120 feet 
each in span ; the latter, however, was considered by Canova, during 
his stay in England, as the greatest master-work he had seen, 
which for its beauty of proportion and symmetry exceeded all 
others ever buUt. 

Secondly, with regard to cast-iron arches, we consider them 
much better adapted to the Danube, for it is not only demonstrated 
beyond a doubt, but practice proves it, that they may with safety 
be used in spans fix>m 240 — 300 feet, and we cannot find a better 
example than the centre arch of the Southwark Bridge, which has a 
span of 240 feet; if, therefore, it were necessary, from four to five 
piersmight be constructed in the river, where it is from 1320 tol560 
feet wide, without, as already stated, occasioning any inundati<His, 
as experience in America has fully proved. 

Thirdly, with reference to suspension bridges, prejudice, and 
a natural dislike to them, are so strong, that it requires time to 
overcome both. The astounding appe^-ance of the structure — the 
ideal and dry form in which it presents itself, tend (if we may so 
express ourselves) to overwhelm the senses, and to deprive man of 
his judgment ; and it is not without much pleasure we acknowledge 
that om: fellow-men have accomplished things we can with difficulty 
form any idea of. We had never seen such a structure ; and we 
must acknowledge that our first impression on beholding «t was 
but the reahty of what we have here endeavoured to delineate. 
If surveyed from the side, and irom a distance, it appears like the 
finest filagree work, and it is impossible to convince oneself of its 
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stability — we were particularly impressed with this feeUng as we 
approached the Menai Bridge from Bangor, and beheld it, as it 
were, suspended in the air : we, however, soon found ourselves 
upon it, and siureyed with wonder the gigantic chains by which 
it was supported. In general the first impression that we received 
on beholding a suspension bridge was anything but agreeable — 
our eye and judgment, already well practised in determining the 
proportions of wood and stone, could with diflBculty be brought 
to appreciate the disproportion of the iron, which from the strength 
of that material is small in quantity, and gives an appearance of 
weakness to the structure. 

This feeling was particularly excited on inspecting such works in 
England ; for instance, the interior of Covent Garden and Drury 
Lane Theatres. It is, therefore, not to be wondered at, if, at first 
sight, suspension bridges raised in us a feeling of doubt, for 
compared with other buildings in iron they appear much weaker, 
since the whole, if we except the piers and the platform, are wholly 
of iron, without any covering, and generally at a great elevation. 
Before our journey to England, we must freely admit that our 
prejudice against suspension bridges was very great, and we con- 
sidered them as only available where the traffic was small, and 
consisted chiefly of foot passengers, who are more easily kept in 
something like order. The force of the wind excited also the 
most lively apprehensions, so that we considered it altogether as 
impracticable, to erect a suspension bridge, even with two or 
three spans, between Buda and Pesth, without, at the same 
time, having before our eyes the most frightful oscillations, and its 
total destruction. Now, however, that our eyes have become 
accustomed to judge of the proportions of iron structures, and that 
we have ascertained, with most extraordinary accuracy, how the 
smallest part of an iron bridge is prepared, and its great strength, 
and have seen numbers which have stood for many years 
without the slightest injury, and have beheld the traffic which daily 
and hourly passes over then^ we are of a different opinion ; we 
now consider them so secure, provided they are constructed as they 
ought to be, that if aU we possessed — ^if even the prosperity and 
hopes of our Fatherland depended upon their safety — ^we should 
not have the least fear. As regards the force of the wind, we 
cannot but laugh at the groundless fears which our 'inexperience 
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had excited ; we do not now consider that there is the least cause 
for such apprehensions : on the contrary, the construction of a 
suspension bridge is such that the surface exposed to the action 
of the wind is so small in comparison to its strength, that we 
consider any other structure much more exposed and liable to 
injury from the force of the wind. It is, however, well known that 
until within the last few years suspension bridges were in their 
infancy ; and that the experience of the present day far exceeds 
that of a few years back, and in consequence we conaider that 
those bridges erected on the Continent of France — especially at 
Paris — cannot be referred to as examples ; and further, we should 
consider any person who would judge of those constractions from 
such examples, to be incapable of giving an opinion. 

Fourthly, with respect to bridges with timber superstructures we 
can only speak theoretically, not having seen a single example 
which would be suitable to our locality. The experience of the 
United States, however, removes all doubt as to the possibility 
of constructing a timber bridge on stone piers between Buda and 
Pesth, for there are many existing bridges in America with spans 
varying from 300 to 250 feet. 

From the foregoing, we arrive at the conclusion that three kinds 
of bridges admit of being constructed between Buda and Pesth 
with more or less facility ; for we find both cast-iron and timber 
bridges, as well as suspension bridges, well adapted. As to which 
of these three kinds of bridges would be the most advisable under 
the existing circumstances, we beg to be allowed to lay before you 
our observations on that point. 

Cast-iron bridges have not the least oscillation ; and, to all 
appearances, are capable of defying time ; — ^however, the largest 
span they admit of (that is, unless we wish to experimentalise) 
is from 200 to 300 feet ; while, on account of the great thrust of the 
arches, the piers must be very massive ; and in consequence would 
oppose more resistance to the dow of water than either a chain or 
timber bridge, which admits of larger, spans with less massive piers. 
If the arches be very wide, and be constructed according to the 
circumstances of the locality ; as, for instance, in our case ; the 
arches, and consequently the approaches, must be very high tmd 
very long, which with reference to the Buda side should be carefully 
considered. "The cost, too, of such a bridge may be taken at double 
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that of a suspension bridge, and most likely at four times that of 
a timber bridge. 

Suspension bridges possess two great advantages, as compared 
with all others : First, they offer a far less resistance to the passage 
of the water and ice, because they admit of the largest span ; and 
because the piers, upon which the whole load acts vertically, can 
be made small in proportion. Secondly, they require much lower 
approaches than all other bridges. This point deserves particular 
attention, when the magnitude of our river, the immense force of 
the ice, and the lowness of the banks are considered. Oscillation, 
on the other hand, cannot be avoided ; and its effect upon large 
spans would perhaps require to be controUed in some manner, in 
order to prevent danger from inordinate loading, and the passage 
of vast numbers of persons on foot over it at the same time ; this 
latter being the severest trial which can be applied to a suspension 
bridge. Besides, the greatest amount of cleanliness and supervision 
is necessary, since iron, when exposed to the action of the atmo- 
sphere, readily oxidises. This, in our climate, however, does not 
take place to the same extent as in others, where the atmosphere 
is more moist, and where, of course, iron is more rapidly acted upon. 
Lastly, bridges with timber superstructures are the cheapest of 
all permanent bridges; their duration without continual repairs 
is, however, short, and according to our opinions, or more properly 
according to our tastes, we consider they would not be approved 
of : they are constructed on the suspension principle, and require to 
be covered over, which prevents their being made use of as a 
promenade, for fresh air and exercise. The most appropriate site 
for the proposed bridge is the next consideration, and depends 
upon many circumstances, which require to be well understood 
(at least better than by us), before an opinion can be risked ; we 
are, however, of the opinion that it would be by no means 
advisable to erect a bridge at the narrow part of the river 
between the Block's-bad and the point opposite, where one pier 
would be dangerous, since not one engineer in England recom- 
mends the adoption of a bridge of one span. 

On the site of the present Bridge of Boats, a bridge could not 
be constructed without a considerable expenditure, because the 
banks are at this point very low, and as a bridge would require 
its approaches to be from 18 to 20 feet high, much ground would 
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he necessary, which, owing to the number of well-built houses here 
abouts, Could not be obtained without considerable cost. Here, 
then, with regard to the mechanical part of our undertaking, we 
beg to close our Report. We have laid before you the opinions 
of several engineers, and have taken the liberty of adding our own ; 
but as the most competent judges are not always of the same 
opinion, we have not ventured to do more than lay before you, in 
as faithful a manner as possible, the nature of the various bridges 
with their advantages and disadvantages as estimated by us. 

Having, during the course of our travels, occupied ourselves 
in devising means for the carrying out of our undertaking, we 
must beg again to be allowed to trespass on the patience of the 
Honourable Conunittee, while we lay before them a few of our 
observations on this head. 

Any one of the three bridges already described is practicable, 
if means can be devised for raising the necessary capital ; from 
which it is evident the success of our project depends upon our 
financial resources. 

According to Mr. Clark's computations, as already observed, the 
cost of a suspension bridge would barely exceed 120,000/., 
the cost of a cast-iron bridge woidd be near upon 240,000/., 
while a timber bridge would possibly not cost 60,000/. Without 
more accurate calculations, it is, however, impossible to determine 
this with any great degree of accuracy ; it is impossible to 
furnish accurate estimates without a previous knowledge of the 
locality. As, however, it is not our intention to anticipate the 
decision of the Honourable Committee on the point, as to what kind 
of bridge is best adapted, feeUng confident that they will lay 
this important point before our Diet for their decision, we shall 
proceed to consider the best manner of raising the necessary 
capital only, and for that purpose we shall assume that a permanent 
bridge can be erected between Buda and Pesth for the sum of 
200,000/. If, now, the actual cost should be either less or more 
than this assumed sura, we consider it of little importance, since 
we are of opinion, that the success of the undertaking does not 
entirely depend on the accuracy of the estimates ; on the contrary, 
we consider that it depends in a much greater degree on the good 
or bad choice of the sources from which the capital is to be drawn. 

The practicability of raising 200,000/. in a country like Hungary, 
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no one can doubt, who has any knowledge of our resources. 
We shall, therefore, take the opportunity of pointing out to the 
honourable Committee the various ways in which it can be done. 

First. — ^The sum named may be so apportioned to every 
inhabitant of the land, without distinction, as to leave the burden 
alike upon all, and oppressive to none. When the bridge is 
finished, every one may have the free use of it without toll. The 
kind of bridge we propose to build will cost but little in annual 
repair, and this may easily be paid by the State. Our object will 
be thus attained ; the two cities become one, and the two portions 
of our territory separated by the Danube permanently united. 

Whether the imposition of a new, though trifling burden, might 
not perhaps weigh too heavily on those who now pay taxes, and 
lead to others, is a question of itself. We frankly confess, that 
such a measure is hardly in accordance with the spirit of the times 
or the duties of the present Diet, whose object should be rather to 
alleviate than to impose burdens. 

Secondly. — ^The nobility might take upon itself the whole charge 
of providing the 2,000,000 florins. This sum, exclusive of the 
cost of maintaining the bridge, which the nobility must also bear, 
would amount to little more than nine times the value of the 
" Coronation present ;" and if spread over four or five years, (the 
time it would require to finish the work,) would not impose upon 
us a greater annual charge than twice the amount of the 
" Coronation present.*' We should thus complete our bridge ; every 
one would have the free use of it ; and the nobility, with the proud 
satisfaction of having themselves only to thank for that noble work, 
establish a new claim to the gratitude of their country. This 
would give strength to the aristocratic element in our constitution, 
and recall the early period of our history, when the nobility con- 
tributed more to their country's service than the people. 

But this mode of proceeding has its objections. It supposes us, 
as it were, going back to old times, and forgetful of the measures 
necessary to our present condition, entering as we are upon the 
summer of our national existence. 

For example, let us take the case of a nobleman living on the 
other side of the Danube, and unable, from his advanced age, to 
leave home. He is subjected to an annual call of 20 florins for 
five years. Would not he with justice exclaim, " I never leave my 
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house ; I don't even go to Pesth to look after my law processes, 
for whether I go or not, if I am in the right, I gain, and if in the 
wrong, I lose ; my com I send to Kanizsa, my wool to Odenbm^ ; 
the Pesth bridge is of no use to me. Upon what principle of 
hberty am I to pay 100 florins towards an object from which I 
derive not the slightest advantage? — ^I, indeed, who from the 
badness of the roads can scarcely reach the nearest market." What 
answer can we give him ? " Will you enjoy all the blessings of 
our common country, and contribute nothing to her. Do you not 
see the vigour that it would impart to Hungary, the strength it 
would give to the Crown, to unite by a permanent passage-way 
across the Danube the disjointed parts of Buda Pesth and our land ; 
how it would, by stimulating our nationality, lead to the develop- 
ment of all that is useful and great P" 

We hardly think this answer would be sufficient ; and therefore 
are forced altogether to reject this second mode of proceeding, viz., 
throwing the whole cost of the bridge upon the nobility. 

The objection to the above plan is less striking in single 
instances, than it becomes when many such undertakings as the 
Pesth bridge are under consideration. We firmly believe, indeed 
we are fully convinced by the living testimony of other nations, 
that one patriotic undertaking leads to many others, and gives an 
irresistible impulse to a general spirit of improvement. In this 
way we may look forward to the regulation of the Danube, and to 
connecting it and other rivers with the sea ; to the construction of 
a railway on the Louisen-strasse ; to the draining of our marshes ; 
intersecting our country with canals ; throwing bridges over all our 
rivers ; and converting Pesth into a port, which, by means of a canal 
communication with the Theiss, the largest steam-boats from 
Tokay, Semlin, Essek, Sisek, Vienna, and even Constantinople, 
may reach without difficulty or delay. But how is all this to 
be brought about ? Ever and anon by voluntary ofierings {libera 
oblata). 

What, then, would our good old gentleman on the other side of 
the Danube say, were we to knock at his door twenty times a year 
for similar purposes ? For the glory of our coimtry, 20 florins for 
a bridge at Szegedin ; for a Komader canal, 80 florins ; to give 
an impulse to our country's trade, 10 florins for a railway to Raab ; 
and so on, ad infinitum. And, ftu-ther, were we to include the 
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cost of maintaining these works, &c., would not then the good 
old gentleman above mentioned beco^jie more dissatisfied as 
our country grew prosperous and enterprising, and at last 
take to flight, to get away from voluntary offerings and a free 
coimtry? 

Desirous as we aU are, worthy Committee, to be useful to our 
country, shall we be satisfied, if, in effecting the construction of 
one bridge, we do not at the same time prepare a moral bridge to 
lead us to the accompUshment of other similar objects ? and shall 
we believe that our feUow-citizens, after building one bridge, will 
remain for centuries indolent and Ustless, ere they project any other 
undertaking? No, worthy C!ommittee, this voluntary system, this 
liberum oblatum, is ill suited to our manly age. Some may, indeed, 
advocate it, who regard our prognostications of our country's 
prosperity as idle dreams; we ourselves think differently, and 
regard the liberum oblatum as a feeble lever to operate with in 
times like the present. We believe that we shall be doing a far 
greater service to our country than the erection of one or even 
ten bridges would be if we strive incessantly and with all our 
energy to carry out a system which, natural and simple, has been 
found to work well in other countries, and which, if adopted, would 
be of the same advantage to our own. Following out this system, 
in consequence of the tendency of the age to occupy itself with 
useful projects, we shall have the good fortune, not only to accom- 
plish a vast deal by pick and spade, but we shall be able to do, 
what is equally advantageous, employ the active and restless 
spirits of the day, and economise time, which is the greatest of 
treasures. 

This better system, which we recommend, is an issue of shares. 
We shall avoid by it pressure upon contributors, and the disagree- 
ableness of finding out some plan, by which we can equally 
distribute among the inhabitants of the land without exception, the 
costs of erecting and maintaining the bridge, without warring 
against principle, or losing ourselves in theory. The injustice of 
compelling men to pay for what they do not use will be done away 
with, and the inconveniences, to call them by no worse a name, 
attendant on the collecting of voluntary offerings, avoided, as well 
as those anomalies, which, in the present enhghtened century, do 
us Hungarians no honour. 

d2 . 
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Shares, however, will not be issued to produce loss, as, with few 
exceptions, every body wjll gain by them. 

The present bridge of boats between Ofen and Pesth, which is 
used upon an average nine months in the year, yields, according to 
the data collected last spring, an annual income of 40,000 florins, 
and would, according to the calculations then made, yield 100,000 
florins, supposing it to stand throughout the year, and all persons 
passing over it to pay the present rate of toll. 

Now, however, were the permanent bridge to cost 2,000,000 florins, 
as we have assumed, neither the 40,000 florins nor the 100,000 florins 
income would suffice to induce shareholders to embark in the under- 
taking. It would require at least 1 60,000 florins income — 1 20,000 
for a 6 per cent, dividend, 40,000 to uphold the bridge. 

With respect to the last expense, according to the answers of 
Messrs. Telford and Clark, it would seem that we have estimated 
it too high. We must bear in mind, however, that in England 
every one but Royalty pays toll — that the tolls are taken in a 
simple and inexpensive manner, and few persons required either 
for that purpose or to look after the bridge ; that cleanliness is 
maintained by persons who consider themselves compensated by 
the sweepings of the bridge, and so costs nothing. All this is very 
different with us, and therefore we prefer putting the above charges 
too high rather than too low. 

The next question is — How are we to get the 160,000 florins 
income? By quadrupling the present tariff to those who now 
pay ? Possibly : but then we risk diverting men, merchandise, 
&c., into another road, as, for example, the one by Foldrar or 
Waitzen ; but were this not to happen, can anything be more 
unwise than to saddle an already sluggish and inanimate commerce 
with an additional load, and so impose upon oiu* payers of taxes 
a new and onerous burden. 

A tolerable bridge, and one suited to our requirements, will 
scarcely cost less than 2,000,000 florins, whence it foUows, either 
that we must have no bridge at all, because a particular mode of 
obtaining the funds is unconstitutional, or we must all be compelled 
to pay toll alike. 

As to the impossibility of establishing a general toll, from its 
being at variance with our constitution, we have no hesitation in 
sajring that the whole difficulty arises from a misconception of the 
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trae spirit of the constitution. If its principles axe to exclude 
every, even the smallest, improvement, and not allow us to imite 
our two cities by a bridge, when the project is to be carried out by 
means of shares, but compels us, by disproportionate burdens on 
the people, to attain our object \ or to trust to the contributions of 
some hundred noblemen or so, in order that a few may be exempt 
jQ'om toll ; or, otherwise, that the many who remain at home, and 
never use a thing, shall pay for the few who enjoy the full benefit 
of it : what is this, but a mockery of Uberty ? 

Had our constitution depended for its stability on such wrong- 
headed notions as these, it never would have lasted so long, or had 
fate hitherto preserved it as a phenomenon, in the present day it 
would have instantaneously perished. Of this wa have no fear. 
We maintain that the erection of the noblest national monument, 
by means of shares, is in perfect keeping with its true philosophic 
spirit. Prejudices in direct opposition to this have prevented us 
accomplishing any one great thing. It is quite impossible to 
construct and sustain great undertakings in the two ways above 
mentioned, of which fact our country affords us sad proof, in not 
having one single work of public importance to show. The error 
lies, not in our constitution, but in the wrong notions entertained of 
o\ir constitution, and these keep our country in bonds. Further, we 
beg to ask, how it can be considered contrary to the spirit of our 
constitution, if on any day of the meeting of the Diet, of our own 
free will and conunon consent — ^in short, under no restraint what- 
ever — ^we pass a law of exception, that for a definite time, every 
person, without distinction, noble or otherwise, shall pay a certain 
toll to be fixed by the Diet, in passing over the new bridge between 
Buda and Pesth : but we shall by and by refer to this subject. We 
ask now, how can our liberty be encroached upon by such a law ? 
would a constitution be called free which was averse to such a law ? 
would it merit our support ? Could the Hungarian respect a law- 
book, wherein was written, " Thou shalt not build a bridge by 
means of shares ; Thou shalt not improve the navigation of the 
Danube?" that is, "for the strict upholding of thy liberty, thou 
must remain where thou art, and never deviate fi:om thine old 
ways ;" still more, " Thou shalt not alter or amend that law, which 
to thy greatest injury excludes thee from the payment of toll, for 
the purpose of promoting national undertakings." 
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Here, as everywhere, the multitude is led into error fix)in its 
inability to make proper distinctions. Were the government 
without any previous law to build a bridge and impose a toll, how- 
ever small, we might have our fears and anxieties ; we had rather, 
perhaps be deprived of any bridge in future, and pass the river in 
boats, even in winter, however inconvenient it might be, than pay 
for a bridge built by any but ourselves. The ice would be pre- 
ferable to a tax imposed by a foreign hand, which being arbitrarily 
imposed, might, we fear, become intolerably oppressive, so that 
the " nothing " would be far better. But let us ourselves 
name the burden, and the Diet regulate the tariff for the future — 
what danger can we then apprehend? Can resolutions of the 
Diet, which concern our internal welfare, at all alarm us ? Those 
laws and ordinances, which impose equal burdens, and, for a 
limited time only, upon the inhabitants of a land, are the surest 
triumphs of liberty, and evince the true vitality of a nation. It is 
a sine qua non that all share the burden alike, or otherwise we 
shaU fall into the unavoidable dilemma either of pressing too 
severely on one particular class, or of abstaining from a great 
national undertaking, because of its incompatibility with our 
notions of liberty. This error is the cause why we Hungarians, in 
perversely adhering to our independence, have no other than frail 
and perishable monuments to show. Were each person, however, 
to share the burden of the work, which the nation contemplates, no 
one would feel it more than another, and there would be no 
undertaking hereafter that we might not project, and successftilly 
carry out. Laws, which aim at nothing but the national welfare 
and the national glory, can never be thought oppressive by any 
true patriot, provided they are enacted for a definite time only, i.e.y 
in the present case, provided the payment of toll is to cease in a 
certain number of years. Now, unless a profit can be shown, no 
shares will be disposed of. If, in future, those only are to pay toU 
who now pay it, the shareholders will gain nothing, nay, rather, 
they will lose, for a fixed bridge will not cost less than 2,000,000 
florins. We shall then find ourselves reduced to the painful 
dilemma either of increasing the toll four or five fold to its present 
payers, or of having no good and permanent bridge. Thus, from 
our mistaken notions of liberty, we shall in future have to contend 
with water and ice, transport ourselves and wagons in sledges over 
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the ice, and submit to numerous other inconveniences — a pretty 
caricatm'e of liberty ! ! 

The hope, which many entertain, that the shares will easily be 
disposed of, though oflPering only two or three per cent, interest, is 
a pure delusion, anjl entirely nuUified by the incontestable evidence 
of figures. 

Suppose the bridge to cost 2,000,000 florins, keeping it up, 
40,000 florins, rate of toll as at present, there will remain for 
payment of interest on 2,000,000 florins the income of the three 
winter months, during wliich the bridge of boats is removed. This 
income we estimate at 20,000 florins ; hence, instead of two or 
three per cent., the shareholders will scarcely get one per 
cent., and there will not remain a kreutzer for a sinking fund. 
For such a speculation we do not believe we shall get 2,000,000 
florins. No one — ^least of all, we Hungarians — can afford to 
throw away such large sums, needing them, as we do, for so many 
other purposes. Let us build our bridge "by shares!'* "by 
shares 1" as many cry out; but this is not the true bearing of 
the case; the compelling our nobility to pay toll is the real 
point. 

"We must build a good bridge cheaper, then," exclaim 
persons. We are not of that opinion. The English and the 
Americans have never yet found out how to combine cheapness 
with goodness in the construction of their bridges. Whether we, 
with our scanty means and small experience, shall be more fortunate 
in effecting this desideratum than those who have had the multiplied 
experience of some hundreds of bridges, wliich now stand, and 
firmly stand, is a question we are not prepared to decide ; but this 
we say, that in our judgment, we shall act far more prudently in 
making up our minds at once to an outlay of 2,000,000 florins, than 
in spending as much, or probably more, in experiments : for in the 
one case we shall undoubtedly have a good and useful thing for 
our money ; and in the other, most likely fail in our experiments, 
and lose both money and time. 

The whole matter reduces itself to a question, whether the 
country will rest satisfied with its present communication between 
Ofen and Pesth or not. If satisfied, the present mode of meeting 
the expenses of the bridge is perhaps suitable enough, and things 
may remain as they are; if not satisfied, a greater number of 
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participators in the expense than now will be required. Without 
contradiction and manifest anomaly, there is no mean between 
these two alternatives. Where are we to look for these additional 
participators, but in our own country? We ought therefore to 
encourage that principle of justice which teachers us to take on our 
own body new and great burdens, for new and great objects, 
proposed and carried of our own free will and conamon consent. 
This principle is not only in accordance with the true spirit of 
our constitution, but, in proportion to its development, the surest 
and firmest foundation of true Uberty. The recognition and apph- 
cation of this principle is not only a conditio sine qua non towards 
the erection of a more expensive bridge, but also towards putting 
beyond doubt the practicability of any undertaking that shows a 
profit. Were we to succeed in building our bridge as we propose, 
and were it to return less interest than we anticipate, the principle 
once estabhshed, we should have no difiiculty in applying it. In a 
few years, in a country like ours, capable of so much improvement, 
we should see such great and stupendous works carried into efiFect 
as would surprise and astonish even those who now look sanguinely 
to the future. Of this, we have a striking example in America — a 
thinly-populated country- — ^where a hundred times more has been 
done in one century, than in Hungary during a thousand years. 

Let us return to our bridge. We come to the conclusion, that 
we must adopt one or other of the plans mentioned, or have 
recourse to the share system, and compel every one, without 
exception, to pay toll. The toll must be increased, in order that 
the income of the bridge may meet the interest required, the cost 
of upholding it, and leave a sufficient sum to estabhsh a sinking 
fund for the gradual repayment of capital, and for throwing open 

t the bridge to the public, after a certain period, toU free. 

% ^ \ We think we have sufficiently shown the inappropriateness and 

objectionable nature of the first and second schemes, and hope our 
third proposal will meet with favour and support ; since the greater 
number of our fellow-citizens are prepared to take upon themselves 
" for new and great conveniences, new and greater burdens." The 
success of useful undertakings must of necessity follow, when the 
greater number are agreed as to the manner in which the burdens 
are to be shared. These, if imposed in the two ways previously 

mentioned, would be repulsive, unjust and compUcated ; whereas, 
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if imposed in the third way, they would be just, natural, and 
simple. 

We must either renounce our bridge and every other great 
undertaking, or pay toll of some kind for a definite period. The 
payment of toll is however so detested among us, that we scarcely 
hope to triumph over the prqudice against it ; but let us try. In 
what this horror of toll-paying origruates we will not inquire, as it 
would carry us beyond the limits of our report. England and the 
United States, where freemen dwell, and pay self-imposed tolls, 
are sufficient for our example. May we ask, why the temporary 
payment of bridge-toll deserves such opposition, that we must 
forego all the advantages which the connecting our two cities would 
confer upon the whole land and our national existence. Let us 
now be allowed to show the practical part of the matter, i.e., 
the Uttle difficulty with which the mechanism of toll-taking can 
be conducted. 

First of all, the tariff of oiu* bridge must be so arranged and 
estabhshed by the Diet, that the probable income may amount to 
200,000 florins. This sum may, according to our calculations, be 
obtained by raising the existing tariff to " Convention's money," 
and making every one, without exception, pay toll. 

In this way 5 per cent, interest will be covered by 100,000 
florins, the cost of keeping up the bridge by 40,000 florins, and 
a clear 60,000 florins remain the first year for redemption of shares. 
In proportion to the increase of this last sum, the fundamental 
capital will decrease ; a less and less sum for interest will be 
required, and more shares constantly paid off, so that in about 20 
years the bridge will have paid itself, and may be thrown open toll 
free to every one, leaving an annual charge of 20,000 florins to 
sustain the bridge and keep it in good repair. This siun may be 
obtained in various ways : by charging a certain toll for homed 
beasts, putting a window-tax on all householders of the two cities, 
or perhaps by allowing the pajrment of toll to last for 26 instead of 20 
years. This last expedient would yield a clear sum of 800,000 
florins, thus constituting a capital for the 40,000 florins which will 
be required for keeping up the bridge. 

To avoid the inconvenience of always putting one's hand in one's 
pocket to pull out a silver kreutzer to pay the toll, subscriptions 
for a certain time might be allowed ; and thus the necessity 
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obviated of presenting a ticket. The toll-takers would soon know 
the subscribers. If we compare with this all the disagreeables we 
have in winter to submit to, we believe no one can make any 
reasonable objection to the payment of bridge-toll, especially when 
either the " this or that" occurs to him, upon which^he whole matter 
tiuns, viz., that a bridge is impossible unless every one pays. 

But notwithstanding all the advantages which attach to the 
third plan, we must confess to the Committee, with the same 
frankness that the Committee itself owes to the country, that, in 
our opinion, the success of the bridge will not be assured by a 
creation of shares, although every one without exception is made to 
pay an increased toll. The entire affair must be intrusted to a 
Company, which must have the right of levying a certain toll upon 
every one who passes over the bridge, and be protected by the 
state against every possible damage and injury. 

Further, if we take for granted that the Diet passes a law, for 
a limited number of years, to subject every one, without exception, 
that uses the bridge to pay the toll, and grants the Company 
which it takes under its protection, the requisite privileges, shall we 
consider our trimnph complete ? By no means ; for the Company 
must first appropriate its 20,000 shares, i.e.y obtain its 2,000,000 
florins. This is a great difficulty, which it is better to remove at 
once than, after much trouble and contention, gain a point and 
subsequently abandon it. Two million florins is a large sum of 
money ; it is required, however, for our 20,000 shares ; but where 
and how shall we dispose of them P In Hungary it is difficult to 
believe ; we may succeed, indeed, to the extent of a few thousand 
florins, but where are the 2,000,000 to come from ? Perhaps they 
may be taken on the Continent. Our credit, however, abroad 
stands very low. Perhaps they may be taken in England ? Not 
at all likely ; bridges there have been such bad speculations that 
nobody would touch them. This is no argument, however, against 
our bridge, because English bridges are so niunerous, and have 
been constructed at so great an expense, that they yield no more 
than one or two per cent, profit. 

In England the dividend is less regarded than the usefulness 
and advantage of safe and permanent communications. Several 
bridges, as the Waterloo, Southwark, &c., have comparatively Uttle 
traffic, and return scarcely any profit, and may be considered as 
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mere objects of which the nation may be justly proud. In England 
probably not one of our shares will be taken, although our bridge 
may be considered in quite a diflferent light to any other, being the 
leading point of communication for the whole country, as well as 
for the two main cities. Nor will its income be precarious, but 
ab^lutely certain ; so certain, that we know of no safer investment 
for money, either in an industrial or mechanical point of view, 
than the shares of the Pesth and Ofen bridge. 

But perhaps this is our conviction only, or that of few, and not 
enough t8 secure success to our undertaking ; for although we few 
are willing to contribute according to our means, our contributions 
would barely pay the interest on the 2,000,000 florins, whatever 
might be our inclination. ITie magnitude of the sum demands the 
co-operation of large capitalists, few of whom are to be foxmd 
amongst us, and enough has been said to disabuse us of reliance on 
foreign countries. 

Besides aU this, one circumstance, which makes us doubt 
whether 2,000,000 florins can be reahsed for a Pesth and Ofen 
bridge, must not be overlooked. It is a general rule, that the rate 
of interest rises or falls in exact proportion to the soundness or 
unsoundness of the security. Let the public, or those who possess 
the 2,000,000, once be convinced of this, and the building of 
our bridge is certain. We cannot conceal from ourselves the little 
confidence the pubhc has in a work like the Pesth bridge to stake 
its money in it at five per cent. However, this may in some 
measure be remedied when we consider the nature of interest. 
The shares, it is clear, will only be taken by those that like them. 
Now, if there be any law limiting the rate of interest, nobody will 
take one. If, however, the interest is left to itself, instead of 5 
per cent., the shares will bear 6 or 7 per cent. ; and as the annual 
drawings proceed, instead of the shares selling for 100 florins only, 
they may bring 120 florins, perhaps 150 florins. The whole afiair 
would thus wear another aspect, and many, attracted by the safe 
. interest and possible gain of 20 or 50 per cent., would invest a 
portion of their capital in our bridge. But, honourable Committee, 
speaking frankly, is not all this extremely problematical? and 
should we- discharge our duties as we ought, were we to persuade 
our countrymen into an undertaking of whose practicability we 
were doubtful? the more so that we, the representatives of our 
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country, after repeated discussions and entire publicity, had passed 
a law which could have no good result. Could we ever forgive 
ourselves for having so compromised our country ? and would it 
not have been far better not to have agitated a matter that could 
only mislead and embarrass us, and could not be carried out? 
Although we agree with many in respect to the money part of .the 
business, who, with cash at their command, are as competent 
judges in their way, though not more so, than Messrs. Telford and 
Clark of the mechanical part of the business ; and although we are 
assured by them that money enough may be found, and the Pesth 
bridge built by shares in the manner proposed, we consider it only 
probable, but not certain. One may reason much on such matters, 
and there are not wanting persons who, easily lending themselves 
to delusions, become at once silent and cautious, and draw back 
immediately — ^it is a question of deeds, and not of words. We, 
however, are responsible, and must struggle for success; and 
therefore, honourable Committee, since for other enterprises, such 
as canals, steamboats, &c., which have a sure foundation, and 
inspire the pubhc with more confidence, we hold the system of 
creating capital by shares to be all-powerful, we prefer this way of 
building a bridge. Though it is not an undertaking which enjoys 
general favour, in our opinion it is the surest method, and so 
certain to succeed, that we shall not risk the reputation of the 
Committee, nor compromise the representatives of our country, 
nor disappoint the general expectation, but, by God's help, we will 
greet the four quarters of the land with a permanent Pesth and 
Ofen bridge. 

This method is so safe and simple, when properly understood, 
that it cannot fail to meet with general approval. It is the same 
by which the United States, in spite of its surprising extent of 
territory and small population, has achieved works that appear as 
phenomena hitherto unknown, excite the astonishment of the 
world, and never could have been produced in such perfection and 
in such numbers if the system had not been sound and good — ^a , 
system w^hich constitutes the soul of industrial, mercantile, and 
political enterprise, viz., the Bank system. 

Thus, as far as money is concerned, your honourable Committee 
will find no difficulty in the construction of a bridge. Let us 
examine the matter. 


n 


REPOET ON PESTH BRIDGE. 45 

We have already said that a pennanent bridge between Pesth 
and Ofen will produce an annual income of 200,000 florins, if 
every one without exception were to pay a toll in silver money. 
This granted, we should have no occasion to borrow or beg. We 
should have simply to issue 20,000 Hungarian national bonds, of 
100 florins each, to make up the 2,000,000 capital, put this 
paper money under the protection of the state, and after paying on 
it 5 or 6 per cent, interest, redeem it by an* annual drawing. In 
this manner the bridge may be built without costing any one a 
kreutzer. Those only who use it will gradually and insensibly pay 
for it, our two cities and territory be connected, and the 2,000,000 
after a certain time be paid off. 

A sufiicient fund may in tune be obtained for the annual cost of 
upholding the bridge ; after that the bridge may be throvm open 
to the public toll free ; or should it be the wish of the country to 
continue the toll, a means may thereby be afforded to us of 
embelhshing our two cities, and by good regulations so cleansing 
and purifying them, that they may rank among the first cities in 
Europe. By the payment of a kreutzer each time of passing the 
bridge, or by an annual subscription of a few florins, we should 
gradually see the erection of buildings and moniunents that would 
incessantly excite our admiration and astonishment, and we should 
be able to boast of having achieved so much of the useful, agree- 
able, and ornamental, with comparatively Kttle inconvenience or 
burden; we should learn to co-operate and unite for practical 
purposes, and we should become better acquainted with our 
strength and resources, which neither the floods of the Danube, 
nor the mountain heights around ua, nor anything else, could resist. 

We well know, honourable Committee, that this our project will 
at first produce no favourable impression on the pubUc, but we 
shall not the less recommend this course to your notice, resting 
assured that it will ultimately be approved of and adopted. 

The first objection we shall hear will be, " What a pity to issue 
paper money, incur national obligations, tarnish the halo which 
has hitherto encircled us, of being debt free !" — " Our laws recog- 
nise gold and silver money only." Our answer is easy. 

Inasmuch as the value of goU and silver does not surpass that 
of iron, is perhaps even inferior to it, but owes its appreciation to its 
durability and scarcity, and is therefore received among nations as 
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a good representant of commodities; in the same way, paper 
money, though possessing no intrinsic value, may represent any 
amount of gold and silver, according as it is based on good or bad 
security. Water itself may destroy life, yet there is no living 
without water. Fire, our best benefactor, may become our fiercest 
enemy. Medicine may kill as well as cure, and the knife which 
cuts our bread become an instrument of murder; even so the 
issuing of paper money and the incurring of debts turn to our 
greatest benefit or harm. The conclusion we naturally arrive at is, 
that the benefit to result from things depends upon the use made 
of them, and that we have it in our own power to remedy the evils 
of paper money and loans, and by a right use of them to promote 
the prosperity of our country. 

Were we to build the bridge with our own paper money, iii 
twenty or thirty years at most the whole sum would be obtained 
from the income of the bridge, and no debt remain. Would then 
our conduct be blamed, and should we be reproached with having 
injured our country ? We think not ; for, as in trade and industry 
it is dangerous and detrimental to incur debts from extravagance, 
it is, on the other hand, a proof of extraordinary short-sightedness 
and want of judgment not to borrow, when there is clear and 
certain gain ; in other words, it is folly when money jrields only 8 
per cent, to raise it at 5 per cent., and thereby incur an actual loss 
of 2 per cent., which in time would infallibly eat up the capital. 
The reverse is equally absurd ; viz., not to borrow at 5 per cent., 
with the imdeniable certainty of making 8 per cent. ; for as, in the 
first case, there would be a certain loss, in the second, the capital 
would as certainly be redeemed. 

If this is actually the case, can we any longer doubt that it is 
prudent and wise in the nation to pass a law for the issuing of 
2,000,000 florins national bonds, for the erection of a Pesth and 
Ofen bridge? Provided — 1st,- That its construction does not 
exceed 2,000,000 florins. 2nd, That it produces jbh annual 
income of 200,000 florins. 8rd, That the annual expenses do 
not exceed 40,000 florins. 

The money which the country borrows at 5 per cent, will, strictly 
speaking, produce 8 per cent., and therefore there will be a clear 
gain of 60,000 florins annually, which may be appropriated to 
cancelling the debt, or any other purposes that may be thought fit. 
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We trust we have shown how trifling the objection to paper 
money is, and how foolish and impohtic it is to abstain from 
borrowing money and incurring liabihties in certain cases, as it is 
to borrow and get into debt in every case. Suppose, for example, 
a man had an opportunity of buying an estate that would return 
him 8 per cent at once, and was capable of great improvement, 
would he act wisely in not buying it, provided he could find the 
purchase money for 20 or 30 years at 6 per cent., or for as long a 
period as would be necessary to cancel the debt out of the surplus 
of his profits ? Should we not consider him a fool to decline such a 
purchase ? What shall we then say of a nation, honourable Coni- 
mittee, whose main prosperity depends on its industry and a 
thriving commerce, whose soil admits of immense and endless 
improvement, and which wants only capital for the development of 
its resources ? What shall we say of this nation, if it be so pre- 
judiced that it will not borrow money at 5, which will return 8 per 
cent. ? What, but that it has neither energy nor enterprise. Let 
us trust, then, boldly to the spirit of truth, which will sooner or 
later, but infallibly, teach the inhabitants of our dear country the 
art of working wonders in poor and unpopulous countries, by 
means of the system we have been advocating — ^the Bank system. 

If national bonds of 100 florins are issued to the amount of 
2,000,000 florins, it is the same as if the country had borrowed 
this sum, but with this difference, to which we call particular 
attention, viz., that the nation is its own debtor. Interest at 5 
per cent, on the above capital will cost the country 100,000 florins 
annually; if, therefore, the bridge return an income of 160,000 
florins, exclusive of keeping it in repair, the country wiU then have 
its bridge, and all the benefits, direct and collateral, belonging to it, 
and be a gainer of 60,000 florins besides. We therefore strongly 
recommend our plan to the honourable Committee and to the 
representatives of our country — a plan which, for industrial and 
commercial undertakings, no person would disapprove, and a nation 
ought not to reject. And why not ? Simply becauife the creation 
of a Pesth and Ofen bridge is of little consequence compared to 
the establishment of our Bank system, which would originate 
endless improvements, and enable us to accomplish the greatest 
works, converting our land, in the course of time, into ^a paradise. 
So long as man is man, only make it clear to him that his interest 


48 REPORT ON FESTH BRIDGE. 

and advantage are involved in an undertaking, and he will 
achieve things almost impossible. Building our bridge in the 
way we propose, will offer a useful and valuable guide to us on 
future occasions, when greater works and larger profits are in 
contemplation. 

How many projects does not our country offer, which would 
return 18, 20, or even BO per cent.? Who doubts that want of 
money is the cause why our rivers are neglected, our marshes 
undrained, our means of conmiunication few and bad ? K these 
be facts, and they are undeniable, would it not be wise in a nation 
to borrow money, at a moderate interest, and drain its marshes, 
when a large per-centage might be gained thereby?. But between 
a nation and a private ilidividual there is a difference; a man 
cannot be his own debtor ; and such operations as improving the 
Danube, draining and restraining the Hansag, the Sarret, &c., 
exceed his means ; whereas a nation may be its own debtor, having 
greater resources at its conmiand, and be safe against the debt 
being called in. Who are we to look to, if not to the nation, for 
the improvement of our numerous rivers, and for the recovery of 
vast tracts of useful land ? 

Although, in certam cases, it is well and prudent to borrow 
money, as a general rule it is dangerous to do so. The facility of 
obtaining is apt to seduce us into extravagant and hazardous 
undertakings, which, when carried into execution, prove ruinous 
and unprofitable. We think it highly objectionable to borrow 
money imprudently ; but are we never to borrow for really 
profitable purposes? buy nothing whatever without first having 
the purchase money in our pockets? that is, if we may be 
allowed the illustration, are we never to use a knife, for fear of 
cutting our fingers ; or fire in our hearth, for fear of being burned ? 
All things depend on the use made of them ; the same thing may, 
in good or bad hands, be a blessing or a curse. 

The objection we have considered is untenable; but we fully 
admit the d&ngers to which the borrowing of money exposes 
individuals, who are easily influenced by their passions and weak- 
nesses, and, blinded by hope, fall victims to delusions. A 
legislative body, composed as it is of heterogeneous elements, is 
less easily led astray ; its deliberate and cautious movements give 
time for the extinction of those false hopes and empty illusions. 
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which might be dangerous, if unchecked. The Bank assignats of 
France, and the enormous debt of England, are fearful examples 
against the issue of paper money. But, Honourable Committee, 
there is a very striking diflPerence, and one we cannot lay too much 
to heart, between our case and theirs, which, independently of the 
consideration that the lYench paper of former days and the present 
English paper must be regarded in a totally diflferent point of view, 
(a matter we shall not now enter into,) shows quite clearly that the 
Bank system, now advocated, cannot fail to be as beneficial to us 
as it was formerly to the United States. It by no means follows 
that it must be applicable to France and England, but merely that 
the benefits of such a system must depend- entirely upon circimi- 
stances, or rather upon the condition of a country. And, in truth, 
where improvements afford a profit of 20, 30, and 100 per cent, as 
is often the case in America and Himgary, paper money answers 
exceedingly well, as the debt is sure of being cancelled ; but where, 
as in England and France, no such profitable undertakings are 
possible, the system is inappropriate and may do harm. A calcu- 
lation was lately made, that the cost of a Danube embankment, in 
the county of Pesth, by which 400,000 acres of arable land would 
be obtained, would come to about 700,000 florins, C. M. An acre 
of land, which, in many parts of the county of Pesth, lets for 
2 florins per annum, would cost only 1 fl. 45 kr. Thus this embank- 
ment would not only repay in one year the capital expended, but 
bring in some hundreds of thousands of florins annual rent> and so 
pay an enormous per centage on the original outlay. 

Does not this palpable example of immense profits teach us 
that, as it would be inexcusable if the parties interested did not, 
by every possible means, procure the sum of 700,000 florins, and 
carry out this advantageous project, it would be quite as inexcusable, 
and gross carelessness, in a representative body of the year 1833, 
if it did not legalise certain sums for such remunerative under- 
takings as a Danube embankment? and who can doubt that, 
by and by, numerous similar works will be met with here, as in 
America, for the completion of which, not merely 700,000 florins, 
but several millions will be required; and which, while these 
miUions are not forthcoming, must either be abandoned altogether, 
or gradually carried out by the issue of paper money from time to 
time. The substance, of what we have said is this, that, as it would 
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be lamentable folly to create money without mature deliberation 
and soimd calculation, and so lead ultimately to ruin ; it would, on 
the other hand, be an intolerable grievance to pine away among 
imhealthy marshes, be eternally without communications, and obsti- 
nately sacrifice to paltry and wretched prejudices aU national 
impulse or development. 

Our country is capable of endless improvements ! Let us only 
adopt this grand system, so especially suited to us, and nothing 
will be impracticable : if we reject it, we shall have to renounce all 
that is dearest to us, all that will, in reahty, exalt our country, and, 
by degrees, make the Hungarian rank among great nations. Unless 
all parties do their best for the internal development of their 
country, unless we venture to adopt the means already proposed 
for our benefit and advantage, we must not once dream of all that 
which would satisfy our wishes, and present the spectacle of a 
well-developed national character ; or, if we resign ourselves to 
such dreams, we shall find, when we awake, that we have been 
grievously deceived. 

The Committee will perceive, from what we have here advanced, 
that, in our anxiety for the mechanical part of the bridge, we have 
not merely had in view the easier passage from one bank of the 
Danube to the other, but contended for a far more important 
advantage, a moral one, viz., the good that must necessarily accrue 
to other similar undertakings from the solid and practical con- 
clusion of one great work. If it can be shown by facts, that works 
like the Pesth and Ofen Bridge, offering only 3 per cent., can be 
successfully carried out by a system, whose two leading principles 
are the imposition of a general and equal tax upon aU inhabitants 
of the country, and the anticipation of a sure profit ; as a matter of 
course all those operations which yield 4, 10, 50, per cent, will 
quickly follow. How many of these treasures lie hidden in our 
land, which, so to say, await only our turning to account that 
they may become the firmest supports of our country and the 
throne, and fortify the nation against all chances and acci- 
dents, who that knows anything of Hungary can for a moment 
doubt ? 

This collateral purpose, we might almost call it this principal one, 
we consider ourselves fortunate in being able to bring forward, as 
it gives us an opportunity of setting forth, in its main features, a 
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system which has bome the test of experience, and at once over- 
throws all the objections which have been advanced against our 
patriotic undertaking; such as "What is the use of a bridge, 
unless you have good roads ? " Let these in the first instance be 
attended to/' " Why build a bridge, before you have regulated the 
Danube ?" " Of what good can a bridge be to us, with a trade so 
bome down by heavy duties in foreign countries that it can never 
prosper?" To such objections we can only give a brief answer, 
or our report would swell into volumes. The Pesth and Ofen 
Bridge will be less useful to us as a mechanical structure, than for 
its moral effect in encouraging the practical carrying out of a 
grand system. Though the profit be only 3 per cent., it will be 
far more serviceable than any other undertaking, however profitable. 
Now that the Diet is summoned to meet by one of the best of 
Princes, there is no one object that unites so many voices in its 
favour as the building of a bridge to unite our two cities. Every 
inhabitant of Pesth and Ofen cherishes the wish, a few wiseacres 
and egotists only excepted ; every citizen of oiu* land, who looks 
beyond the next day, desires it ; indeed, the spirit of the times 
absolutely demands it, and will no longer tolerate the division of 
our territory by a river. 

The positive erection of the bridge by this means will convince 
many that neither gold nor silver is the basis of a nation's wealth, 
but that development of human inteUigence which, having profit 
«nd interest in view, leads to the discovery of some prelimi- 
nary instrument, by the proper application of which the most 
gigantic projects may be achieved. The everyday silly talk of 
"wanting money and means," to which we particularly ascribe 
our country's backwardness, (mechanically speaking,) is difficult to 
remedy, because most persons consider that an impulse to prosperity 
can only be given to it by an inanimate white or yellow metal, 
which for many thousand years, perhaps, has been lying in masses 
on the surface of the ground in South America, without having 
raised its inhabitants nearer to a condition becoming humanity ; a 
condition not to be acquired by gold and silver, but by that mental 
energy alone, which is iuherent in us, and constitutes our inunortal 
part. It is this power which teaches us to reflect, which, accord- 
ing to our condition in life, rouses us to a consciousness of our 
wants, which stimulates us to industry and activity, imparts a 
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cliarm to our exiBtence, and, by exalting our animal condition, 
converts our dwelling-place into an Eden. 

The establishment of a National Bank, now only advocated by a 
few, will become a general wish, and eventually be realised. The 
halo of credit, which some, to the prejudice of our national faiUi, 
have so shamefully tarnished, will, in some measure, be de facto 
restored, even before the mecTianiMn of oar national credit be 
perfectly in order. It will become clear, that as shares and a Bank 
system are best adapted to profitable undertakings, there are, 
nevertheless, others — such as Bridges, Theatres, Museums, Poly- 
technic Institutions, Institutions for the Fine Arts, &c., offering no 
other than an intellectual dividend — to which a banking system 
would be of no direct advantage, and only so &r indirectly con- 
tribute, that in making our countrymen rich, it would enlist their 
good deeds as well as good wishes, and enable them to promote 
all such useful objects. Hungaiy, a countiy now comparatively 
unknown, will soon take its place among poHte nations, the 
success of one great work will operate beneficially towards the 
achievement of many others, which it is impossible to foresee ; 
so that the mechanical connection of our two cities and our territory 
may form but a small part of the good which will result. 

What importance, then, shall we attach to the objectioDS of 
those modest reasoners, who are incapable of embracing the real 
point of the case, and argue thus — ■" Why so very costly a bridge ? 
that the inhabitants of the two cities may pay visits with greater 
convenience ?" Besides, we have our bridge in simmier, and often- 
times in winter the Danube does not fi^eze ; why not, therefore, 
let us have something else P" 

It rests with the Honourable Committee to decide what weight 
is to be attached to these objections and remarks, when the 
phOosophy of the matter against which they are directed is 
considered, and also what value they have when brought 
against omr plan. Our want of space will not admit <£ oiu> 
refuting them. 

We cannot, however, leave imnoticed the " Memoir of Alexander 
Gyiiri, upon a permanent Bridge between Pesth and Ofen," which 
has just appeared. It contains a great deal that is good and 
acceptable ; but, in our opinion, it would not be advisable, for two 
reasons, to adopt his preliminaiy proposal and assume his premues. 
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First, because the mortgage for the money, with which our 
honoured countryman proposes to build his bridge, is a very poor 
one. His calculation is, that the building ground ultimately to 
be gained from the river, and now constituting a portion of its 
bed, will be worth 54 florins, C. M., per square klafter. This 
undoubtedly will be its value in a few years, for both cities will 
progress equally; but whether now, or by and by, purchasers 
enough at this price wiU be found for ground which is liable to 
be flooded by the Danube, is now in possession of that river at 
low water, and has been so for centuries, we may be allowed to 
doubt. Secondly, because his proposal leads to delay, and delay, 
in our country especially, is fatal. 

The remarks in the pamphlet, ''that no safe and permanent 
bridge is practicable before the Danube is regulated and improved," 
are controverted in all parts of the world ; for how many bridges 
are there not over rivers whose waters are unrestrained ? and in 
what condition would the communications in the United States be, 
if the rivers had first to be regulated before a bridge could be built P 
Were, however, the views of Herr Gyori incontrovertible, what 
more do they prove than the impossibility of building a bridge 
over the present bed of the Danube which shall last for ever ; and 
that the bed of the current must be kept constantly clean, to pre- 
vent the piers in it from being undermined ? Suppose they prove 
nothing more, why then shall we postpone the matter, and delay, 
probably for centuries, a work which will be of incalculable benefit 
to us, pay itself in thirty years, and then be thrown open toll-free 
to the country. There would be no reason then against com- 
mencing it forthwith, were we positively certain that it would be 
destroyed in thirty years, whilst the indirect good it would effect 
would not be lost to us. And is, then, our Danube so irregular 
and raging a stream, that no bridge can be built over it which will 
last more than thirty years ? Herr Gyori himself is not of this 
opinion, especially if the bed of the river be kept constantly clean 
by proper machinery. Herr Gyori's proposition might be very 
well, were this true ; but the nation's business is to build a bridge 
without delay, which, well secured, shall last for centuries. At the 
same time, it ought to take steps for the regulation of the Danube. 
It is quite certain, that the nation will not only be a gainer of the 
8,900,000 florins promised by Herr Gyori, but will have effected^ 
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mechanically and morally speaking, a change in the comitry that 
may be designated as a new era in the regeneration of Hunnyad. 

We must also notice the important observation relative to the 
two miUions of our national paper money, maintaining its true 
value or not, i. e., whether the 100 florin bonds may not probably 
fall to 80 or 90. We answer, that the value of the bonds to be 
issued will infallibly be maintained in proportion to the security 
or insecurity of the mortgage. If the mortgage is good, or the 
public considers it so, and if the interest is regularly paid, and the 
bonds redeemed by lot at 120 or 150 florins, then may we hope, 
that our bonds will not only be at par, but rise considerably above 
it. The bridge itself will serve as the mortgage, and can easily be 
assured, if not entirely, yet with respect to the ironwork ; and in 
no case will there be any great danger to apprehend. But, in order 
to quiet the public at large, and raise the price of our paper money, 
it would be as well, if only for the credit of the thing, for in all 
other respects it would be unnecessary, to have another mortgage 
besides the bridge. For tins latter purpose we think nothing so 
good as the high salt tax, if Government wiU agree. The security 
would then be perfect. We may reasonably hope we shall have no 
difficulty with the Government, as the favour would be no greater 
than that which a man would confer were he to give his creditors 
priority of claim to his house or grounds, by which perfect security 
for the capital would be obtained without the house or grounds 
being actually given up. 

Lastly, we must declare our honest opinion on those observations 
relative to the Government counteracting our eflForts. We do not 
think it at all likely the Government will thwart a system so 
advantageous, which hurts nobody, but makes use of the treasures 
concealed in the bosom of rude nature to promote the interests and 
prosperity of a country, which constitutes the best security of the 
Austrian monarchy. Where there is a will, there ia a way ; and, 
therefore, the Government, whose manifest interests are allied to 
the greatest possible augmentation of the means and contributions 
of Hungary, the improvement of our communications, the regulation 
of our waters, the development of oiu: mechanical industry, will 
throw no obstacles in our way, but do its best to promote all such 
objects ; in short, it vrill do all in its power to increase our wealth, 
to multiply our resources and strength, and to promote the general 
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welfare and general contentment, which have ever been and ever 
will be the surest supports of a throne. 

The adoption of a good system, in building a bridge between 
Pesth and Ofen, will, as we have already said, conduce to the 
prosperity of our material industry, diffuse employment, and lead 
to consequent contentment. It is not in the least probable that 
the Government will throw impediments in the way ; on the con- 
trary, we expect to find in the Government our firmest supporters. 

And here, Honourable Committee, we close the political part of 
our recommendation ; and, without inconveniently lengthening our 
Report, we will beg to add a few words on the practical carrying 
out of the undertaking. 

Before all things we must avoid entrusting the superintendence 
of the work to a person who has never been engaged in a similar 
undertaking : neither testimonials, calculations, nor promises must 
be admitted under any pretext whatever, but a good bmlder must 
be chosen, who has given proofs of his capacity by the great works 
which he has executed standing in full indestructibility. This 
matter settled — and of the propriety of doing it in the above way 
no one can doubt, who calls to mind the many undertakings with 
us that have entirely failed firom having been constructed by mere 
theorists — ^we must look to England or the United States for the 
artists we require, for there only, and no where else, are to be 
found works, where the difficulty of accomplishment is about equal 
to the complexity of the problem, which the construction of a Pesth 
and Ofen bridge has to solve. 

And if this be the case. Honourable Committee, we shall take 
the opportunity, when the subject is brought before the supporters of 
our Committee, his Highness the Palatine, and the Diet, of requesting 
that a " Regahst " deputation be appointed, to digest, arrange, and 
subject to the strictest investigation our diffiise information and 
data; and at the same time that competent persons be sent 
abroad to enquire more minutely into matters which we have but 
superficially and partially handled. 

Our Report is wanting in many respects • our calculations may 
be erroneous ; certain fundamental questions, such as the revenue 
of the present bridge of boats, we have hardly touched upon ; we 
have been unable to say anything positive about the insurance of 
the bridge ; numerous subordinate considerations we have not even 
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mentioned ; and the more we weigh the matter, the more evident it 
is to us that we have done Uttle for it, and must renounce all hopes 
of its being executed, unless the Honourable Committee supports 
the undertaking by its powerful influence with the States of the 
Land« who alone are able to do it, and, in our humble opinion, 
would in no way compromise themselves were they at once to 
pronounce their creative " fiat/' 

This smgle word, which would diffuse over our territory the 
greatest benefits, would not only reward us a thousandfold for all 
our pains, but would bind us in an eternal debt of gratitude for 
the remainder of our Uves. 

Commending ourselves to the favour and indulgence of the 
Honourable Committee, we remain 

The Honourable Committee's 

Most obedient Servants, 

GRAF GEOBG ANDRASY, 
GRAF STEPHAN SZECHENYL 


MEMOIR OF COUNT SZECHENYI 


FROM PAGErS "HUNGARY AND TRANSYLVANIA." 1889. 


COUNT SZECHENYI ISTVAN, is the third son of the founder 
and benefactor of the Museum of Pesth — ^a scion of the same 
house which produced two of the most distinguished archbishops 
of Hungary. For seventeen years Szechenyi served in the Austrian 
army, and it was not until the peace had rendered it an idle life, 
and removed all chance of distinction, that he determined to quit 
it. Perhaps, disgusted by the system of favouritism, or the per- 
sonal enmity which had kept him down to the rank of Captain ; 
perhaps moved by that spirit of regeneration, which, from the 
mountains of Transylvania, spread over the plains of Hungary, and 
was felt even at the gates of Vienna itself; or, it may be, warned 
that the freedom with which he had dared, under the influence of 
this spirit, in his place as a Hungarian magnate, to address the 
Upper Chamber, was inconsistent with the uniform he wore ; such 
have been suggested as the causes n which may have driven him 
from the army, and which soon placed him in the foremost rank of 
Hungarian patriots. 

The leisure which he now enjoyed was occupied in foreign travel ; 
England particularly fixed his notice. Our manners, our institu- 
tions, our commerce, were objects of his study, and offered him 
useful hints for the improvement of his native land. 

The causes which impeded the introduction of c-ommerce in 
Himgary, and the great development of her natural resources 
which must result from their removal, first occupied his attention. 
At home, he found a government and people, mutually distrustful. 
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The Hungarians complained to him that foreign — so they called 
Austrian jealousy and oppression — were the sole causes of all 
their misfortunes, while, beyond the Carpathians, he heard his 
countrymen described as a tyrannical, ignorant, and turbulent 
nobihty ; the oppressors of a poor, idle, and slavish peasantry — ^the 
one class who would not, the other class who could not, effect 
anything for the common advantage of their country. On all sides 
a reform in Hungary was declared impossible. 

Szechenyi was not to be turned from his object. His plan was 
cautiously laid down, and has been, so far, steadily followed up : to 
labour incessantly at improvements, and to pursue such only as 
the strength of his means gave him a reasonable hope, that, with 
unwearied perseverance, he might carry through. In common with 
others, he had always striven for the great objects of reform in the 
laws and institutions of the country ; an extension of the rights of 
the lower classes, and a more equitable and just government. But 
his great and peculiar glory is the path he has marked out, alone, 
and which, in spite of all obstacles, he still pursues with the greatest 
success, viz. : the improvement of the material condition of Hungary. 
One of the first objects to which Szechenyi drew the attention of 
his countrymen, was the improvement of the breed of horses — a 
subject particularly suited to their tastes, and likely to attract their 
notice. A large stud, often from one to two hundred horses, forms 
almost a necessary part of a nobleman's establishment, and yet 
they rarely breed anything but a cross of the common country 
horse, with the large, slow, high-actioned Spanish horse — a race of 
little use but for the pomp of ceremony. Szechenyi introduced 
the EngUsh racehorse and hunter, and to show their superiority, he 
instituted races, and kept a pack of hounds; in short, he succeeded 
in making English horses a fashion, which is now generally followed. 

The races take place twice a year at Pesth about the end of 
May, and at Parendorf, near Presburg, in autumn ; and are so 
well attended that it is evident that they suit the tastes of the 
people, and it is highly probable that they will one day form a 
pjirt of the national amusements. 

An improvement in the breed of horses was an object well 
worthy Szechenyi's attention, and nothing was more likely to 
promote it than the establishment of races in the capital ; but 
some have thought that objects of a deeper interest than the 
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encouragement of thorough-breds might have been dreamed of 
in their institution. 

The Diet ought, by law, to sit every three years, but when the 
government is strong, it sometimes dispenses with its services, as 
it did during and after the last war for twenty-five years, 
and then the nobles have no object of common interest to bring 
them together. 

When minds clash not with minds they are apt to grow rusty, 
and lose some of their sharpness and pohsh ; a thousand useful 
ideas and beneficial projects, a thousand high resolves and 
patriotic schemes, expire untried, unheard-of, from want of oppor- 
tunity to communicate them to others. 

This opportunity to meet and communicate the races afford ; 
without a pretext for interference or interruption : many come, 
they know not why ; the master-minds conunand, and they obey. 

The system so long and so ably followed up, of Germanising 
Hungary, had succeeded to such a degree as to destroy, to a 
considerable extent, the feeling of nationality among the higher 
nobles ; most of them were ignorant of the language, few of them 
took any interest in the affairs of Hungary, except in the 
preservation of their own privileges, and some even affected to 
despise their countrymen because of a little outward rudeness, of 
which the absenteeism pursued by the more polished and wealthy 
was the main cause. Fortunately the well-wishers of Hungary 
knew how influential a principle the spirit of nationality is, in 
the regeneration of a country, nor did they forget how strongly 
the language of one's childhood, with which man's earliest and 
dearest associations are connected, acts in exciting that spirit. 

The restoration of the Hungarian language was, therefore, the 
first object. Szechenyi himself, fi-om disuse, was no longer 
master of it ; he made himself so, and became one of the most 
influential in its diffusion. He was the first in the Chamber of 
Magnates who spoke in Hungarian ; till then Latin was always 
used in the debates, as it still is by the Palatine and the court party. 
Few thought of reading Hungarian — ^fewer, except some poets, 
of writing in it. Szechenyi pubhshed several pohtical works in 
the language, and Hungarian authorship has become fashionable. 
Among men it is now the medium of conversation; at public 
dinners, toasts and speeches in German would not be listened to, 
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and at Pesth, whatever may be the case at Vienna, Hungarian 
gentlemen are now ashamed to be thought ignorant of the 
Hungarian language. 

The establishment of a society for the development of the 
Hungarian language, was proposed by Szechenyi in the Diet, and 
was, as usual, met by innumerable objections ; of which the want 
of funds was most cogent. " I willingly contribute one year's 
income," (6000/.) said Szechenyi—" I second it with 4000/.," 
said Count Karolyi Gyorgy: the example was catching, and 
30,000/. was soon subscribed. 

I have some hesitation in speaking of the writings of C!ount 
Szechenyi, for I have never been able to master the difficulties of the 
language, and we all know that translations, even the best, convey 
but indiflTerently the spirit of the original. Many of his works, 
too, have not been translated, and of these, I can only give the 
title-page. It would be, however, too great an omission not to 
speak of what has produced so great an effect, and I shall, there- 
fore, give a short analysis (from the German translation) of his 
" Hitel," or " Credit," the work which has been most read, and 
which has gained him the most fame. 

The " Hitel " is an inquiry into the causes of the want of 
commercial credit in Hungary, with suggestions for their removal. 
In the introduction. Count Szechenyi attacks one of the great 
drawbacks on Hungarian progress — the want of a common purpose 
and a common opinion. " All are anxious to build," he writes, 
"and every one at the same building, but, unfortunately, each 
wishes to lay his foundation-stone in a different spot, and begin 
his work in a different style. Many would like to commence in 
the middle, and some seem to think the best plan of building 
a house is to begin with the roof. Few set themselves to work at 
the foundations. * Oh ! if the Ludovica road in Croatia were but 
toll-free ! ' says one. * Give me rather a suspension-bridge between 
Buda and Pesth,' answers another. ' First of all, let us lay out a 
promenade along the banks of the Danube, and plant it with trees, 

and while they are growing up, we shall have time to ' * No, 

no, I say a Magyar theatre, and the Magyar language, that will 
keep up our nationality ! ' * Ah,' says another, ' if our rich 
magnates would only come and live at home, instead of spending 
all their money in foreign lands, and take a part in our county 
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meetings ! ' — ' Tut, man ! ' grumbles a neighbour, ' that's nothing, 
if they would not bring those nasty foreign fashions into the 
country — those shoes and stockings, instead of stout Magyar boots, 
and those great hairy — ^what do you call them ? Colliers grecs^ in 
which they hide their honest Magyar faces!' 'The paper-money is 
our ruin, friend!* observes one; 'if we could only get hold of 
Kremnitz ducats, and keep Hungarian gold and silver within the 

boundaries of Hungary, then ' ' Nay,' answers a second, 

' but the salt-tax ! if the salt-tax was but lower ! ' — ^and so on to the 
end of the chapter. Every man believes his own plan so much the 
best and wisest, that, without it, no step can be made in the march 
of Hungarian improvement. " 

^Szechenyi next tries to persuade them that inquiry into their 
state will show them that their country is capable of much more 
than is at present supposed ; enlisting aven the laziest in his cause, 
by the lightness and familiarity of his illustrations. He then begins 
the more formal part of his work by proving that the Hungarian 
landholder is poorer than he ought to be, from the quantity and 
quality of his possessions, and that he does not possess those 
comforts which his circumstances ought to afford him. 

He next shows that the Hungarian proprietor cannot, at the 
present moment, cultivate his land to the greatest advantage, 
because there is no mutual understanding among Hungarians, no 
commercial credit: while the common holdings of land, the 
monopolies and limitation of prices, the loss occasioned by com- 
pulsory labour, and the collection of rent in the form of tithe, all 
tend to impede improvements in agriculture. 

From this Sz6chenyi goes to the subject of Commerce, and the 
causes assigned for its low state in Hungary are examined, the 
geographical position of the country, the want of capital, the 
inability to compete with other countries, and the amount and 
uncertaiDty of duties on exportation, — and he might have added, 
with more force, on importation, — are illustrated with a facility 
pecuUar to the author, — the immediate causes of the want of com- 
mercial credit, he considers to be the excess of regulations, the 
deficiency of productions, the defective state of communication, 
the expense and uncertainty of existing means of transport, and the 
absence of that strict commercial probity, without which an 
extensive traffic can scarcely exist. 
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The means by which this credit is to be obtained, Szechenyi 
points out, and contends, especially, for the establishment of laws 
for the more certain and easy recovery of debts, and enforcement of 
contracts ; and he combats most forcibly the alignments brought 
against this, on the score of the danger of extensive commercial 
speculations, the unconstitutional spirit of the laws deUvering over 
the noble into the power of his creditor, the ruin and downfall of 
old families, which, it is thought, must be the consequence of them, 
and such reasons as an Englishman may hear every day, from a 
certain quarter of the House of Lords, in a debate on the 
usury laws. Here, as well, indeed, as throughout the whole work, 
the prejudices and follies, the ignorance and false phde of the 
Hungarians, Szechenyi has most severely lashed. 

The example of England is frequently held up for imitation, and 
to the common objections cast against it, Szechenyi gives an answer, 
which shows how well he appreciates and understands the best part 
of our institutions : 

" It is impossible," he observes, " to have visited England, and 
to have seen the vast progress which free institutions have enabled 
her to make, whether in material improvements, or in protecting 
the holiest rights of humanity, and not pity those miserable creatures 
who traduce so great a nation. England has faults as well as 
virtues, for earnestly as men may strive after perfection, and far as 
they may advance in the path, they are not doomed to reach the 
^oal. But there are men who have no soul for what is good, and 
great, and beautiful, they ever seek and find nothing but the filthy 
and the bad — they are the unclean birds of society, and delight 
only in its camon. Of such are the slanderers of Britain. They 
seek only the dark side, and they find it dark enough, no doubt ; 
but from the light they turn away. There is much that is bad in 
England, from which God defend us ! Above all, her ' intolerance' 
is always the first charge of her enemies, and that reproach we may 
make against her with a clear conscience, for, among ourselves, 
thank Gk)d ! no trace of it exists. Then ' the misery of her 
manufacturers' is brought forward, and it means, perhaps, that 
they cannot every day eat beef and drink beer, to which they are 
accustomed, and of which, if deprived, they grumble at. With us 
more men live without meat than with it — ^many Wallacks never 
taste even a bit of good bread their lives long, and in the 
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neighbourhood of D there are hundreds who Hve throughout 

the summer on nothing better than water-melons. * But/ perhaps, 
you exclaim, ' how happy they are, never to have known anything 
better ' — enviable fellows, certainly ! — * Then Ireland ! * what do 
you say to Ireland ? ' Alas ! it is too true, and we may well 
wonder that the English were compelled, from insubordination, to 
the necessity of depriving so large a portion of their countrymen 
of their common rights, without otherwise allowing a large portion a 
share in ruling it, while others enjoyed all the privileges, and all the 
wealth. Nothing could be worse than that ! — ' The National Debt.' 
There, indeed, we are more fortunate ; of national debt — (not 
very oppressive to individuals after all) — we have none — ^but we 
have a precious quantity of personal debt, and by it we are 
crushed to the very earth. But are not such objections absurd ? 
Is it not, fairly considered, seeing the mote in our neighbour's eye 
and passing over the beam in our own ? " 

If the " Hitel " were put into the hands of a mere political 
economist, he might find it, perhaps, too diflPuse, superficial, 
and crowded with proofs of what he might imagine no one was 
ignorant ; but to one acquainted with the country and the people 
for whom it was written, the book assumes a very difierent 
character. He is astonished with how much delicacy the best 
parts of the Hungarian character are seized and worked upon, how 
such prejudices as impede the progress of improvement are 
ridiculed and exposed; with what a richness and familiarity of 
illustration principles are taught, so that persons to whom such 
discussions are quite new, must stDl be struck with them ; and 
with how much skill the author has managed in a treatise on 
political economy, to throw out hints to his countrymen on almost 
every subject, moral, economical, and political, which the actual 
circumstances of the country render important. The great lesson 
which Szechenyi constantly endeavours to impress upon his readers 
is, that the reforms necessary in Hungary, depend on the will of 
the Hungarians — that they have only to bestir themselves to effect 
a complete change in the moral and material aspect of the country. 

The first reception of the " Hitel" was anything but encouraging; 
the satire was ill relished by those against whom it was directed ; 

* Before this work was finiehed, Ireland was reinstated in her natm*al rflrhtfc 
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its author was abused, written against, and, in one instance, the 
work itself was burnt by the common hangman, by order of a 
county meeting. Such was the state of feeling in 1830. In 1836, 
Count Szechenyi was receiving addresses of thanks from almost 
every part of the country ; in Transylvania a magnificent gold pen 
was voted him, at a pubUc meeting, as the most useful of 
Hungarian authors; and eveiywhere his name had become a 
watchword among the well-wishers of Hungary. 

Among the later works of Count Szechenyi are the " Vilag " 
(Light), an answer to a pamphlet published by Count Desewfl^, 
against the '' Hitel," and a work on the practicability of a permanent 
bridge at Pesth. 

Of the style, of course, I speak only from hearsay, when I 
pronounce it among the best in the Magyar language. To the 
accusation of coining and introducing new words, every one must 
be liable who speaks of ideas new to the people, and uses names 
foreign to the country. Some persons complained that they had 
tmned over their Magyar dictionaries in vain for the word 
" Macadamise," which they very innocently conceived to be a 
creation of Sz6chenyi's. 

In Hungary, a want of unity among the different ranks of the 

nobility, an absence of a common feeling, and of something like a 

general* opinion, have been long among the most acknowledged 

causes of inaction. Every class discusses apart the subjects of 

immediate interest, forms its own opinions of pubHc events, and 

its own plans for pubHc reforms : the accordance which gives 

strength and force to action, is wanting. This deficiency was 

universally acknowledged ; but without a free press, and with a 

Diet sitting but rarely, and then at a distance from the capital 

and centre of the country ; without reports of the debates, without 

even a national literature, and in the midst of the bitterest 

jealousies of caste and class ; what remedy could be proposed P 

Szechenyi had seen the clubs in London, and with that singular 

talent which he eminently possesses, of appropriating and adapting 

whatever he finds good in other countries, to the wants and 

deficiencies of Hungary, he easily perceived how useful their 

organisation might be made to effect a greater purpose than that 

of serving as mere pride-protectors for poor gentlemen, or of 

furnishing the selfish enjoyment of the greatest luxury at the 


MEMOIR -OF COUNT SZ^CHENYI. 9 

cheapest rate. A club, or to avoid a name associated on the 
Continent, with certain reminiscences of the French Revolution — 
a Casino, while entirely free from any political scheme, would afford 
to all the upper classes an opportunity of meeting, and of becoming 
better acquainted with each other's good quaUties ; it would 
harmonise and generalise opinions, and improve the manners and 
tone of feeling, besides affording opportunities for reading all the 
journals of Europe, an advantage which few private individuals 
could command. 

At Pesth, accordingly, a Casino was estabUshed, on the most 
magnificent scale, as we shall see hereafter — ^and now, no less 
than one hundred exist in different parts of Hungary and 
Transylvania. 

One of Szechenyi's favourite plans is, the embellishment 
and aggrandisement of Pesth. For this purpose he has laboured 
to have the Casino on so handsome a scale } to build a national 
Magyar Theatre ; and, more than all, to raise a permanent bridge 
between Buda and Pesth. At present* there is only a bridge of 
boats between the two towns, which is taken up during six 
months in the year ; and the whole conmiunication during that 
period is carried on by means of ferry-boats, or over the ice. At 
certain times, particularly during the freezing and thawing, not to 
speak of storms and fogs, this produces much inconvenience, and 
is often attended with great danger. To remove so great a 
drawback to the prosperity of the two cities, Szechenyi has 
proposed to build a bridge across the river, either of stone or iron, 
as mi^ appear best ; ajid as the width iar only a quarter of a mile, 
it would not appear so difficult an undertaking. Of course it was 
declared impossible. One said, the Danube was too wide^ another 
found it too deep ; a third declared, if the bridge was all finished 
the first winter's ice would carry it away. English as well as 
German engineers have thought otherwise ; and it is a certain fact 
that Trajan's bridge, three hundred miles lower down, stood firm 
eftough till Hadrian destroyed it. 

These, however, were not the greatest impediments to be 
overcome. Coimt Szechenyi had a still greater object in view, 
than the improvement of Pesth, in building this bridge. He 

* This work waa published in 1889, since which the bridge has been opened to the public, 
and all danger of a stoppage of communication is at an end. 
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proposed to teach the Hungarian nobles the advantage of 
paying taxes. The bridge was to be built by money raised in 
shares, the interest on which was to be paid by tolls, to which 
every one, noble or ignoble, should contribute. What ! a 
Hungarian noble pay taxes ! A hornet's nest is a feeble com- 
parison to the buzz these gentlemen raised about Szechenyi's ears. 
It was no matter : he inveighed against them at the Diet ; he 
wrote at them in the journals ; he ridiculed them in private ; and 
in the end he conquered them. A bill passed both Chambers, by 
which the legal taxation of the nobles, in the form of a bridge-toll, 
was acknowledged. The Judex-Curiae shed tears on the occasion, 
and declared " he would never pass that ill-fated bridge, from 
the erection of which he should date the downfall of Hungarian 
nobihty." 

Of the petty opposition which Count Szechenyi had to contend 
with, and the means by which he overcame it, I cannot speak 
here. I did not believe that any man possessed the indefatigable 
energy find perseverance necessary for the task. It requires a 
truly patriotic spirit to endure those miserable checks which arise 
from the selfishness and meanness of the very persons one is 
labouring to benefit. The corporation of Pesth did not think 
they were justified in giving up the tolls which the present 
bridge of boats brought them in ; the proprietors of land would 
not sell for such a purpose ; the owners of houses here, feared 
the new bridge would be there, because they knew it would 
be better there ; the very toll-keepers had their friends and 
supporters, whose opposition at times made even a Szechenyi 
doubt of success. 

One of Szechenyi's greatest achievements is the steam-navigation 
of the Danube. This is, however, his own in idea and in accom- 
plishment. It is now about six years since he first undertook the 
voyage from Pesth to the Black Sea. A comfortable-decked boat, 
a good cook, and a pleasant companion, with the means and 
appurtenances for shooting, fishing, sketching, and rowing, were 
not bad preparations against the fatigues and dangers to which he 
expected to be exposed. The comparative ease and safety of the 
navigation, the magnificence of the scenery, the size and import- 
ance of the tributary streams which poured their waters into the 
Danube, and the richness of the country on its banks, were 
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secrets revealed to a mind which felt their full force, and happily 
knew how to employ them. Of course the timid set him down as 
mad for undertaking such a journey ; but when he returned, and 
ventured to whisper the possibility of steam-navigation, even his 
best friends shook their heads. " Steam in Hungary ! Yes, 
indeed, in another century," said those who never think the 
present the time for action. " Steam, indeed, in the shallows and 
rapids of the Danube ! No : if we must have steam, why not 
take the plains ? Nature has laid them out for railroads," said 
others, who oppose everything practicable by proposing something 
impracticable. Szechenyi let the first wait their time; to the 
second he recommended a speedy commencement of the raihroad, 
that the country might derive advantage from one, if not both, of 
their schemes. 

In pursuance of his own plan, Sz6chenyi went over again to 
England, studied carefully the principles of steam-navigation, 
brought over EngUsh engineers, and when at last certain of the 
practicabihty of the scheme, formed a company and purchased a 
steam-boat. It was in October, 1880, that the first steam-boat 
pUed between Semlin and Pesth. The communication is now 
complete from Vienna, and will soon be so from Ratisbon to 
Smyrna. Thirteen vessels are employed, and a number more are 
building. 

To detail the advantages of this undertaking in extending com- 
merce, in developing the resources of the country, or in opening 
the road to civilisation, by the spread of intelligence, were only to 
narrate what every one knows steam-navigation has effected, 
and will effect, wherever it is introduced ; but in Hungary it has 
done more, it has engaged one of the proudest and richest aristo- 
cracies in Europe in a profitable commercial speculation ! We 
shall show elsewhere that it is to the exclusive privileges of this 
aristocracy that Hungary must impute in a great degree her want 
of commerce : how great a point has thus been gained will be easily 
understood. 

At first, some of those whose hearts were better than their 
heads — ^and Hungary possesses a great number of that class — 
would not hear of profitable speculation. " If it would benefit 
their Fatherland no other consideration was required ; it would be 
degrading so noble an object to mix it up with such tradesmanlike 
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calculations." Szecheuyi thought otherwise, and he felt assured 
that a profitable patriotism was the one by far the most likely to 
endure. 

Count Szechenyi's first object was, to make the undertaking 
answer as a commercial speculation. This is a favourite theme in 
his writings ; the constant test by which he examines a new scheme. 
I mean if of a nature to which it can properly be applied ; for no 
one knows better how to sacrifice all pecuniary interest when 
necessary. He never recommends a thing until he knows that 
interest will back him, and he can then chink his full purse in his 
opponents' faces, and laugh them out of their prejudices. Of all he 
has done for Hungary, I know of nothing more useful than these 
demonstrations of the co-existence and often necessary connection 
of public and private interest. 

During the earlier part of the last Diet, a strong opposition was 
formed in the Upper Chamber, chiefly under the guidance of 
Sz6chenyi, which contained many of the most wealthy and 
talented of the rising generation. From their moderation, their 
union, their knowledge of business, this party, though small in 
numbers, was acquiring so great an influence, that all the 
power of the court was employed to break it up. The Tran- 
sylvanian magnates* were called away by the opening of their 
own Diet. Those in government employ were hastily recalled 
to their bureaux. This man received a place or a pension, 
another desired decoration, and hung dishonour at his button-hole, 
and if a third was too high for such poor bribery, he was recom- 
mended to travel, and accepted a passport to convey him firom the 
sphere of his duty. Szechenyi, though deserted, was more difficult 
to dispose of, but that " every man has his price," is always the 
belief of an immoral government, and they found the means of 
withdrawing the patriot from the fulfilment of perhaps the higher 
duty, by offering him a much more arduous one. Szechenyi was 
made sole commissioner for improving the navigation of the Lower 
Danube, and almost before the ink was well dried on his commis- 
sion, a thousand men were at work, current dams were constructed, 
canals were cut, roads were laid out, rocks were blown up, and 
the very Iron Gates themselves were threatened with destruction. 

* A Transylvaniau magnate enjoys the rights of a Hungarian, if he holds property in 
Hungary, which many of them do. 
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Szechenyi kept to his maxim — to leave the uncertain and follow the 
sure and practicable — and I recommend those who so loudly 
condemn his choice, to go to Orsova and see the result. 

Since this time, though very far from neglecting his political 
duties, Szechenyi has taken a less active part in poUtics than was 
expected of him. Perhaps disgusted and alarmed by the violence 
of the less prudent ; perhaps fearing that an active personal oppo- 
sition, while it effected nothing, might impede much material 
good ; perhaps confiding in the good intentions of government, or 
it may be reposing merely till a more favourable opportunity arises 
of urging on the Diet measures of justice to the peasant, and of 
encouragement to commerce : it is certain, from whatever cause, 
that he has withdrawn himself in some degree from active oppo- 
sition. Looking at- the whole tenor of Count Szechenyi's public 
life, we feel convinced that he has not acted without reflection, and 
probably not without good reason, in withdrawing from the 
political arena for a time; but he must not forget how much 
Hungary, how much Europe, expects of him. 

When a man has once embarked on the stream of public life, he 
has no longer a right to disappoint the just expectations of the 
world. When such a man fails, the honest confidence, the high 
resolves, the purest aspirations of millions, are sacrificed. One 
feels a sickening at the heart, a contempt of virtue, a hatred of 
one's kind, when the man we have worshipped as the idol of our 
hopes, deceives us in the expectations we had formed of him. 

The Hungarians, however, need not entertain such fears ; what- 
ever be the difference of opinion as to the means, no one can doubt 
the rectitude of Sz6chenyi's object. It cannot be denied that the 
support of high moral principles, the unflinching advocacy of just 
rights, and the imyielding defence of the injured and oppressed, 
are yet more important to the well-being of mankind, than the 
mere improvement of their material existence. But few in the 
Hungarian Diet have fulfilled these duties better than Szechenyi, 
while the other objects at which he has so industriously laboured, 
the detractors of his fame have entirely neglected. 

Those who Tead Szechenyi's works, and know the reception 
which they met with, who are acquainted with the excessive 
national susceptibihty of the Hungarians, and who recollect how 
just, and therefore how bitter, was the satire he directed against 
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them, will not suspect him of seeking popularity, except so far as 
it is necessary to the furtherance of his objects. 

That Szechenyi has not attempted what he could not do, and 
what others have failed in doing when they attempt, is at home 
and abroad no uncommon subject of complaint against him. To 
me, it appears one of his greatest merits to have known his own 
powers, to have calculated accurately how far his means would 
enable him to go ; to have reflected deeply on the practicability, as 
well as utility, of a scheme, before he proposed it for adoption, 
would seem just those qualities which best entitle a man to the 
confidence of a nation, and which, when united to high talents, 
necessarily make him the leader of a party. But Szechenyi's 
objects and hopes are best described by himself in concluding the 
'' Hitel." 

" The contents of my work will prove to all that I hate all 
extreme measures, all excesses ; that I am a friend of moderation 
and harmony. Gladly would I see parties unite, and much more 
willingly would I obtain, by a middle path, the possible ffood, than 
vainly strive after that imaginary bliss which we may probably 
never know but in a better world. I cannot, like many of my 
countrymen, please myself with contemplating what is past. I 
must look forward. It troubles me but little to know what we 
once were ; but it is of vital interest to me to know what with 
time we might, and what we probably shall, become. The 
past is beyond our control, the future is still within our grasp. 
Away then with future reminiscences ! It is time that we bestir 
ourselves, and open a more glorious future to our fatherland. 
Many contend that Hungary has been : I love to think she yet 
will be." 


Since the publication of the above Memoir by Mr. Paget, in 
1839, the C!ount Szechenyi's time was entirely taken up in 
devising, with his usual talent and extraordinary exertion, plans of 
all kinds for the benefit and aggrandisement of his country. Love 
of his country was with him the one great passion; and no sacrifice 
of his time, comfort, or peace was too great to attain his object. 

Amongst the many and useful projects for improving the 
condition of Hungary, was that of connecting the River Danube 
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with the River Theiss by a canal 118 miles in length, by this 
means opening a new source of conveyance of the produce of the 
interior up to Tokay. A regular Survey and Estimate of this 
important work, with the preparation of a Geological Map of the 
district, was entrusted to Mr. Clark, as well as the forming of a 
tunnel under the Festimg or Fortification at Buda, through a 
calcareous rock, thereby cutting off a steep and circuitous route to 
a most frequented road ; and, with the view of ultimately forming 
a communication with the proposed railway from Raab to Pesth, 
the tunnel was designed wide enough to admit of two carriages 
abreast, with a footpath on each side. This, with other works and 
valuable suggestions, was delayed in consequence of the political 
state of the country, and ultimately abandoned, during the 
Revolution, to some future period ; but never to be carried out by 
the great and disinterested patriot who first proposed it. He 
predicted all that has since happened. That his country w^ould be 
ruined, and Kossuth become Dictator. He did all in his power to 
counteract the terrible drama that followed, but his wise counsels 
were unheeded ; his mind gave way, and Hungary now deplores 
the loss of the advice and able assistance of Count Stephen 
Szechenyi. 
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STATE OF THE DANUBE IN 1832 


TOPOGRAPHICAL DESCRIPTION OF THE COURSE OP THE DANUBE, 
FROM THE LOWER POINT OF THE ISLAND OF ST. ANDREW, 
ABOVE OFEN AND PESTH, TO THE POWDERrMAQAZINE 
BELOW OFEN. 


TRAKSLATKD VBOM THl OiaXAK. 


Aft£R the junction of the two arms of the Danube, which form 
the island of St. Andrew, by Bekas Megyer to the right, and by 
Kaposztase Megyer to the left, the river is continuaUy intersected by 
several considerable islands and sandbanks, viz., by the Island of 
Pesth, the Great Minor Island, " Grosse, Kleine Insel," Margaret's 
Island, and Dyer's Island. After having collected its strength 
below Margaret's Island, it firstly concentrates in the vicinity of 
the Ponton, and remaining in its fiill force to the extent of several 
hundred fathoms, soon disperses itself in its rapidly extended 
course, and divides into the two arms of the Danube, by which the 
well-known Island of Csepel is surrounded; the principal arm 
taking its course towards Promontori ; the other arm being the 
Soroksara Danube. 

The breadth of the river increases towards the upper parts, 
where it is divided by the islands, to the extent of firom 400 to 
600 ftithoms and upwards, exclusive of the islands. After its 
juncture below the Island of St. Margaret, at g k in the Profile, 
it is from 480 to 490 fathoms broad, but afterwards decreases to 
250 fathoms in breadth ; next the Ponton it is from 220 to 230 
fathoms, and it finally decreases to only 160 fathoms; this is at 
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c D in the Profile. Near the Blocksbaade, at l m in the Profile, 
it attains a breadth of 195 fathoms, whence it suddenly spreads to 
a breadth of 530 fathoms ; it continues thus broad to the Island 
of Csepel, the two streams conjointly being 500 fathoms broad. 

It cannot be passed over without observation, that the breadth 
of the river varies, one part compared with another, to the extent 
of 300 or 400 fathoms. The breadth of the river, or, more 
properly speaking, the natural boundary of the same within its 
limits, commencing £rom the Ponton, down to the Blocksbaade, 
being the narrowest portion, scarcely differs, as will be seen by 
the cross profiles, a b, e f, o h, c d, l m. 

The depths of the river are no less surprisingly variable than its 
breadths, for in the upper range, where it is divided by the islands, 
its depth changes with the lowest ebb of the water, from five to 
ten feet only, usually, and seldom to twelve feet ; in its lower range, 
from eight to, at most, fifteen feet, while in its concentrated 
course, it is from thirteen, fourteen, to at most, thirty-one feet deep. 

On inspection of the chart of the locality, in the first instance, 
the impediment to the escape of the water seems to occur between 
the profiles E f, and l m, viz., in the vicinity of the moimtain 
of St. Gerhard ; but when recourse is had to the profile of lengths, 
and the cross profiles, and we consider at the same time, that the 
production of water depends on three dimensions, viz., breadth, 
depth, and velocity, it follows that the breadth is the most consi- 
derable dimension compared with the others, but that the other 
two, together, are greater : consequently, that the narrow parts of 
the river were calculated to accelerate much more water than the 
profiles, upwards and downwards, which are considerably broader 
but much shallower, if the shallow parts of the river occasioned by 
its excessive breadth, were not an impediment to the flowing. 

For, according to the profile of lengths, there exists a dead 
water in the depths situated between the profiles, a b and t u, 
which is proved by the annexed calculation of the consumption of 
water. Thus, for instance, leaving the irregular profiles o h, 
L M, s T, r V, out of the question, and only comparing the cross 
profiles c D, E F, c rf, with each other, which are quite sufficient for 
calculating the different states of the water as to its ebb and flood, 
the products of the water will be found to vary exceedingly, if in 
the calculation the water contained in the depths of the Danube 
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which contributes nothing to its flowing, be overlooked, when, 
on the contrary, a very near approximate product of all three 
degrees, viz., the lowest, middle, and highest, is obtained, if in 
the calcidation, the dead water with the assistance of the profile of 
the lengths be taken into consideration. The rule, theoretically 
demonstrated, by which a channel can be constructed, most 
favoiurably to the flow of the water — viz., by having the smallest 
possible circumference, in order that its adhesion and friction, 
which retard the flow, may be diminished — ^is nearest answered by 
the space next the profile c d, as is evident from a comparison 
of the cross profiles. 

From the form of the channel of the Danube at present briefly 
described, the very dangerous visitations to which both the 
capitals are exposed, accruing from the ice, at the time of high 
water, will be fiilly apparent ; for where the river suffers a great 
diminution of its rapidity, where it deviates from its concentrated 
course near the Blocksberg, into its bed which is suddenly 
extended, and, with it, the power of impelling forward masses of 
ice also, just then, the course of the stream varies, on account of 
the sand-banks situated on the lower side, from the right shore 
verging towards the left, and, as appears from the annexed map 
of the breaking up of the ice in the year 1815, causes the ice 
to flow into heaps on those very sandbanks situated at the lower 
end of the city of Ofen ; and this continues to place more obstacles 
to its course, but, especially, below the Camp Laager Hospital on the 
Pesth side, where the masses of ice are accumulated by the stream 
in the shallow Soroksarer part of the river ; and in the upper point 
of the Island of Csepel a new obstacle forms itself, in consequence 
of which, its power, already diminished, is further reduced, as the 
curve of the river likewise becomes further extended in consequence 
of the accumulation or heaping up of the sand and ice ; it is there- 
fore evident that an obstruction of the masses of ice must follow, 
which impedes its breaking-up, and, very frequently, obstructs 
even the course of the river, which gives rise to a re-percussion, 
and thereby occasions the surface of the water to rise higher than 
usual; besides this, the Soroksarer arm of the Danube, which, 
according to computation, in its middle state, is capable of canying 
off nearly a fourth part of the entire quantity, becomes completely 
blocked up by the heapings of the ice, occurring one after another 
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during the course of the winter, and consequently, the whole body 
of water is forced violently into the main arm, the profile of which 
is only formed for the product of water usually flowing through 
the same. 

According to existing observation, the surface of the water rises, 
in such an extraordinary case, firom 6 to 8 feet higher than the 
high water at any period of the summer, which, according to 
observations made at Ofen-Pegel, is hardly 16 feet above " zero; " 
whereas, the rise of the water, occasioned by the ice* in 1830, 
attained to the height of 22 feet above zero, and that of 1775 
reached the height of 24*2 above zero, being the highest withui 
the memory of the inhabitants,* and which has been transmitted, 
with considerable care to posterity, by the construction of tables 
of marble immured in the walls of the thirtieth royal public edifice 
in Ofen, situated immediately next to the water, or " Wasserstadt," 
and also in that part of the city inhabited by the Raitzes, on the 
house of Dobrosklaai. 

This extreme high water covered both shores, the latter being 
only fipom 19 to 21 feet above zero, whilst the water of 1775, 
Bs before stated, rose to the height of 24 '2 above zero ; even 
the wall, serving as a barrier at Pesth, against the inroads of the 
water, is only constructed 22^ feet above zero. It is, therefore, 
easy to form an idea of the devastation which both capitals 
must be exposed to in a similar case, but more particularly the city 
of Pesth, a great part of which, containing the most valuable goods 
and merchandize, is situated several feet below the level of the 
high water occasioned by the ice, and remains exposed to this 
extraordinary peril, devoid of all protection. 

The Act of Inquky instituted on the part of the Royal Hun- 
garian Supreme Direction of Buildings (sub No. 810, 1832), in 
the royal free city of Ofen, confirms the misfortunes, universally 

* As the word " zero " occurs several times in the course of the work, it will be proper 
here to give an explanation of its meaning. Several years ago, on the breaking up of the 
ice, it met with on obstruction In the shallow part of the river above Pesth, and stopped 
there. The ice, in the meantime, began to accumulate from above, until it forzaed a partial 
dam, which obstructed the course of the river, and caused it to fall several feet at Pesth. 
This low water (which lasted only a few hours) was marked as "zero;** not for any practical 
purpose, but merely to notify the lowest water ever known in the Danube. This, as will be 
seen on inspection of the Plans, &,c., was used as the datum line in the construction of 
the bridge. This Report was published in 1832, since which time a flood considerably 
higher than that of 1775 has occurred, viz., in 1888, as will be seen on reference to the 
plates. 
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known and handed down by tradition, caused by the high water 
occasioned by the ice in the year 1775, according to which a con- 
siderable number of houses are stated to have been thrown down, 
and a great many persons perished in the inundation. 

According to the said Act of Inquiry, in the year 1776, the 
blocks of ice were an ell and a half thick, and piled up in many 
places above 12 feet in height. 

When the water is not so high, the Waitzner-street dam forms ~ 
an effectual source of defence to the city of Festh, as that dam 
cuts exactly through the low grounds by which the high water, 
beginning at the upper end of the city, would effect its escape 
through the Lakefield gardens into the town suburbs, Thereze, 
Joseph, and Francis, and would disgorge itself into the Danube by 
means of the Wood-dam, by which the lower part oi these low 
grounds is protected from the waters of the Danube. 

In the aforesaid low grounds, traversing the city, which, from 
traces stiU discernible, appears at one time to have formed an arm 
of the Danube, a principal divisional channel is cut, and from the 
dam^a canal under ground has been constructed, by means of 
which the water from the ground, from rain or snow, is conveyed 
out of the city into the river, at the same time the high water is 
prevented from making its way into the city. 

It is to be attributed to the Waitzner-street dam — ^which, by 
dint of continual watching, and being kept heaped up, was enabled 
to prevent the high water of 1880, occasioned by the ice, from 
making its way to the low grounds, that this high water was pro- 
ductive of very trifling damage compared with the devastation 
which occurred during the year 1776, and that merely by waters 
from the ground in the capital of Pesth ; likewise on the Ofen (or 
Buda) side, the high water of 1880 was, comparatively, much less 
destructive than that of 1776, for the reason that, since that cata- 
strophe, the foundations of the houses have been considerably raised. 

It results from what has been already stated, that the high 
water in summer is productive of no damage to either of the 
capitals, whereas the extraordinary high water which is produced 
by the stoppage of the ice, involves them, on the contrary, in the 
greatest peril ; and this stoppage is to be ascribed to the present 
form of the bed of the river — ^that is to say, from the immoderate 
breadth, and obstruction of the channel by sand. 
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From this may be drawn the inference, that if the breadth of 
the stream of the Danube, from the Blocksburg to the powder- 
magazine guard-house, below which the river seems to have a 
regular bed to a considerable extent (as to which, however, the 
practical survey still remains to be taken) were lessened, the main 
cause of the danger of the stoppage of the ice would be removed, 
and would be productive of the most beneficial results to both the 
royal capitals : also by the construction of a permanent bridge ; and 
for this reason, it might be well worthy the attention of both the 
royal free capitals, and also of the Bridge Building Association. 

The descent found by the level, in the state of the water, three 
feet five inches above the lowest ebb, varies from the Bekas 
Megyer frontier to the Ponton, from three to six lines per 100 
Vienna fathoms. 

From the Ponton downwards to the Blocksburg, the descent is 
only two-and-a-half to three lines per 100 fathoms; whence, 
downwards to the extreme point of the operation, viz., to the 
Powder Magazine, the descent is eight lines per 100 
fathoms. The total descent from the lower point of St. Andrew's 
Island, above Ofen and Pesth, to the Powder Magazine below 
Ofen, a distance of 8800 feet, amounts, in the state of the water 
quoted, to 3' 6" 9"', which gives an average of 58 lines per one 
hundred fathoms. 

This inconsiderable M from the Ponton downwards indicates 
the existence of an impediment below, which opposes the flowing 
of the water, and, consequently, the lowering of the surface. 

Although the extent below the Ponton has the least descent, yet 
the greatest velocity was found in the same, as is proved by the 
cross profiles, and the annexed table of the consumption of water, 
which is only to be ascribed to the contracted force of the stream, 
on account of the regularity of the channel, for with the descent of 
the river, under similar circumstances, the velocity increases, 
because that is the operative cause, unless it be retarded by the 
increased friction and adhesion consequent on the larger circum* 
ference of the bed. 

The river here contains small " schotter " and river-sand, here 
and there intermixed with mud and silt. 

The bottom of the river is firm throughout; near the St. 
Gerhard's Mountain from the cross profile c d to below l m. 
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the rocks extend from the mountains to the middle of the river, 
but, very fortunately, they are situated so deep as neither to impede 
the flow of the stream nor the navigation of the river. 

From the upper end of the Market of Old Ofen to the Ponton, 
the shores consist of street-earth ; from two to fourteen feet, there 
is deep, slimy mud or loose earth ; then foUows a layer of clay, and 
this again is succeeded by " schotter." 

In the same extent, but more distant from the shore, the loose 
earth attains a depth of thirteen feet ; after which follows a stratum 
of blue loam or potter's clay, and under this, again, yeUow clay. 

In the vicinity of the Ponton, the gromid above consists of 
street-earth and rubbish to a depth of fifteen feet ; then loam suc- 
ceeds, and, finally, the rocks which extend from the Mountain of 
St. Gerhard into the river. 

Prom the extremity of the city of Ofen to the Powder Magazine, 
there is loose garden earth to a depth of twelve feet ; then follows a 
stratum of clay, three feet thick, and underneath another of 
" schotter." 

Along the whole range of the city of Pesth, after a sandy street- 
earth to a depth of two feet, follows a loose earth mixed with slime 
and sand to a depth of fourteen feet, afterwards a stratum of 
"schotter" eight feet thick, under which there is river sand, two 
feet thick, and this is followed by clay-earth. 

The elevations of the shores and grounds, made apparent by the 
profile of the lengths, expressed as they are by marks " bottom" in 
the map of the locality: those only — above the lowest water — 
of the mountain of St. Gerhard and the fortress of Ofen, are 
given : — 

Feet Inches. 

The Mountain of St. Gerhard, near the Observatory, is 432 
The Mountain of the Fortress, in the Boyal Palace 

Court, is 186 3 

The Mountain of the Portress, St. George's Place . 311 4 

The Mountain of the Fortress, Trinity Place . . 230 2 
The Mountain of the Fortress near the Garrison 

Church 219 3 


All above the lowest water-mark, or " zero. 


fi 
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AS RELATES TO THE NAVIGATION. 

The course upwards, or the passage downwards, is free above the 
island of St. Margaret in the main arm, afterwards on the side of 
the island of St. Margaret in the Pesth arm, further below the 
mountain of St. Gerhard in the whole breadth of the Danube, and 
then ranging with the course of the river, doubling the sand-banks, 
into the main arm of the Danube towards the Promontori. 

The counter-passage goes on without impediment the whole 
extent from the Powder Magazine to the point of the i^and of 
St. Andrew on the right shore, when the water is high ; but when 
it is low, the course of the navigation must be round the sand- 
banks, Kopaski and Hasenlauf, situated below the St. Gerhard 
mountain, with great force and loss of time. The same in Old 
Ofen, in order to avoid the shallow arm of the Danube, they must 
tack and stand for the great island, and back towards the right 
shore. The Soroksarer arm is only navigable by the inhabitants on 
its banks in small craft, and even the navigation thus carried on is 
interrupted when the water is low. 

According to 5 b of the Act of Inquiry at Ofen, the largest 
ship-null,* from top to bottom, is 3 fathoms high, and draws 
2 feet 6 in. of water. 

Feet. Inches. 

The height of the largest mill is 15 6 

The greatest breadth is 8 fathoms 48 

The greatest length, 9i fathoms 57 

According to 7 b, the height of the largest hard-ship is . 21 

The height of the greatest soft-ship is . . . . 27 

According to 6 b, the height of the greatest soft-ship is . 18 

According to 7 b, the largest empty oak-built vessel immerges 
2 feet deep, when laden 6^, at most 7 feet. 

The breadth of one of the largest Danube vessels is 3** 4', at 
most 4' r = 25 feet. 

According to 7 b the largest Danube vessel, without her helm 
or rudder, is 27** to 28° ; according to 6 b up to 32** in length. 

* These ship-mUls are in use on the Danube for grmding com, and are worked by 
the stream. 
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The measurement of the rudder outwards, from the extremity 
of the vessel, is 2^ &thoms, including the tiller as much as 7^ 
fathoms. * 

However, the height of the vessels in 7 b seems to be over- 
estimated, as,- according to the examination actually e£Fected, the 
height of the vessel of largest dimensions now riding here at 
anchor is only 14 feet 6 in., which agrees more with 6 b, that 
the largest soft-vessel, from bottom to top, is at most only 18 feet 
high. 

For the Hoyal Uunoaruiv Supreme BniLDiNo-DiRKcrioK, 

Ofen, the 5M Julff, 1832. 


Six years after the date of the above Report, viz., in 1838, a 
flood again occurred, which, in the height to which the water rose, 
and the damage caused by it, was without precedent in the 
traditions of Pesth. The ice in the river, near the piers of the 
proposed bridge, was six feet thick on the Ofen side, and ten feet 
on the Pesth side, in the beginning of February — a great part of 
this thickness, however, consisted of congealed snow. In this 
state it continued until the morning of the 9th of March, when a 
movement of the ice took place across the whole breadth of the 
river, and for about 350 yards in length, — ^the whole moving in 
one soUd mass, where it remained until the afternoon of the 13th, 
when a similar movement took place for about 400 yards in length. 
It remained here for about three hours, when a general break-up 
commenced. The ice, however, stuck fast in the narrow section of 
the river opposite the Observatory, which caused so rapid a rise of 
the water, that by eleven o'clock in the night a great part of the 
town was inundated. About two o'clock in the afternoon of the 
14th, the ice moved from the narrow part of the Channel, opposite 
the Observatory, but again stuck in the shoals, where the river 
divides at the head of the Island of Csepel, causing the water to 
rise to the extraordinary height of 29 feet 5 inches above zero, on 
the morning of the 16th of March, at which level it stood for a few 
hours, when it rapidly commenced lowering ; and, forty-eight hours 
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afterwards, was down to 20 feet 10 inches above zero; but, 
although the highest water lasted but for a few hours, the damage 
sustained was enormous. A great part of Buda, and two-thirds 
of Pesth, were destroyed, and a great many lives lost. 

The Count Szechenyi was indefatigable in his efforts to alleviate 
the distress caused by this terrible catastrophe. The Baron Sina 
contributed 4000/., and likewise interested himself in the most 
praiseworthy manner to afford help to the sufferers. 
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REPORT OF W. TIERNEY CLARK ON THE PROPOSED 

BRIDGE AT PESTH, 1837. 

q YiMSVA, 2M> September, 18S7. 

I think it necessary, having been chosen by you to 
conduct the building of a permanent communication between the 
towns of Buda and Pesth, to call your attention to those points of 
difficulty which have come under my consideration. 

The intercourse between Buda and Pesth is, at present, very 
great, and, no doubt, will greatly increase ; it is, therefore, necessary 
for the anticipated traffic, that the communication should be of a 
safe and solid construction, and I am sure that you would not, in 
your high position, connect your name with any enterprise 
promising only a temporary utility and splendour ; nor would I, 
after the various works which I have completed, undertake the 
conducting of a work but upon the most safe and stable construc- 
tion, and calculated to last for many centuries. 

By the preparatory works of the Directory for Public Buildings, 
and which was communicated to me by Counts Andrasy and 
Szechenyi, in the year 1832, and since which I have devoted 
much of my time to the consideration of the subject, and from the 
information which I have obtained during my visit here in 1834, 
and my late investigation at your request, I am of opinion that 
the description of bridge best adapted for either of the situations 
represented by the various plans and sections, for forming a 
permanent communication between Pesth and Buda, is a Chain 
Suspension Bridge, as the limited number of piers required wiD 
oppose much less obstruction to the flow of the water and ice 
than either a stone or cast-iron bridge. And this opinion I 
communicated in a report of the lOth of November, 1832, to 
Counts Andrasy and Szechenyi, and since my late examination 
of the locale, I am more confirmed in that opinion than before. 

A bridge with stone arches could be built to cross the Danube 
at either of the situations represented by the plans and sections ; 
but it would be attended with great risk, owing to the consequent 
number of piers which would be exposed to the flow of the water 
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and ice; so that, if the piers themselves did not endaxiger its 
completion, there can be no doubt whatever that their number and 
size would greatly enhance the danger of inundation. In addition 
to the above difficulty, it is not possible to obtain a good approach 
on the Buda side, without the destruction of considerable private 
property. 

A cast-iron bridge, supported on stone piers, would be preferable 
to a stone bridge, inasmuch as a less niunber of piers would be 
necessary, consequently there would be less obstruction to the flow 
of water and ice ; but it would be subject to the same incon- 
venience on the Buda side for an* approach. But by far the greatest 
difficulty to encounter in the building of a cast-iron bridge would 
be that of procuring the necessary castings and workmanship, both 
of which must be of the very best description, and the parts of 
such large dimensions, that the transport would be next to imprac- 
ticable if cast in England, which I am inclined to think would be 
requisite ; as, from the best information I have been able to obtain, 
there is not sufficient experience and means on the Continent to 
undertake such a work. 

A wooden bridge coidd be built on stone piers, as in America ; 
but it would be, from the number of piers requisite for its con- 
struction, extremely objectionable; and as the entire of its 
superstructure would be composed of timber, its durability could 
not be permanent, and its annual reparation considerable, which 
would by no means answer the purpose you and the legislature 
of Hungary have in view ; and the more I have investigated this 
subject, the more I am convinced that a chain suspension bridge, 
under all the existing circumstances, is the best adapted to form 
a communication between Buda and Pesth; and from past 
experience I am convinced that such a bridge could be built to 
answer the purpose with perfect security ; but it is necessary to 
call your attention that no expense must be spared to render it 
perfect in all its parts. It is not necessary for me to trouble you 
with the number of suspension bridges that have failed in France ; 
but it is incumbent on me to explain, as briefly as possible, that 
they have failed principally from want of proper knowledge and 
experience, so necessary to ensure stabihty and security ; and, in 
general, the money allowed for such works has not been suffident 
to render them permanent structures. On the other hand, the 
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suspension bridges built in England, under the direction of the 
late Mr. Telford and myself, have stood unimpaired up to the 
present time, and as firm as on the day they were first opened, 
and no time can be anticipated for their decay. But suspension 
bridges can be constructed of greater strength than those now in 
existence. 

Next to the practicability, the amount of capital is to be taken 
into consideration, requisite for the building such a bridge ; but 
on this subject it is difficult to give you any certain information, 
as so much depends upon circumstances over which there is no 
control; for a favourable winter during the time of building 
may reduce the cost, and an unfavourable one greatly enhance it. 

The iron and stone work may be calculated nearly ; but as the 
bed of the river, and the banks on each side, are chiefly composed 
of sand and clay, and the depth of the water varies fix>m its 
ordinary state to a rise above it of twenty-five feet, it is therefore 
quite impossible to obtain a good and certain foundation without 
the aid of coffer-dams for the piers and the abutments. If there was 
any certainty that the season would prove to be dry, the coffer-dams 
could be made for one-half the sum necessary to contend against 
a season abimdant in water ; but, as this cannot be foreseen, it is 
necessary to contend against extreme contingencies ; and the time 
from spring to autumn, even in a mild season, will be scarcely 
sufficient for finishing one coffer-dam in the river ; but if the 
following winter be mild, the coffer-dam may remain safe, and the 
pier and masonry greatly advanced; but if, on the contrary, 
the winter should be severe, and produce large masses of ice in 
the river, the coffer-dam may receive injury, the reparation of 
which may be costly, and money and time lost; and with 
structures of this kind, that yield no income until quite finished, 
it is necessary for you to take this most particularly into your 
calculations. But if several severe winters follow each other, as 
I understand is often the case, there are no data for me to found 
a calculation upon with any degree of certainty. That you may 
have some idea of the cost, to found your calculations upon, it is 
here necessary to observe that the estimates furnished to Counts 
Andrasy and Szechenyi in 1832, were for bridges of the strength 
now in use in England ; but since I have seen the situation, I am 
of opinion that the bridge should be made stronger than any now 
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in use : and I think, under all the circumstances, that a good and 
substantial bridge could be built, at the point shown on the 
accompanying plan, at a cost not exceeding 300,000/. 

In respect to the iron-work, I am most decidedly of opinion that 
it cannot be manufactured on the Continent with that degree of 
soundness and accuracy so absolutely essential to ensure security, 
added to which, it will require constant personal attention of 
myself or agents, during the progress of manufacture and proof. 

I have examined several stone quarries, and the result is that 
the Wolfsthal and the stone of Csobank will answer the piu'pose 
required. 

The situation which I recommend for the site of the proposed 
bridge will be seen from the accompanying plan, and although I 
have examined the other situations marked on the plan, and have 
no doubt that a bridge could be erected at either of the sites ; yet 
that which I have fixed upon is the best, in my opinion, because 
on the Buda side it will be seen, on referring to the plan, that 
the fortress-hill is so far from the river, and the ground, both 
longitudinally and transversely, is so favourable for an approach as 
to require very little alteration of the present carriage-way to make 
the ascent of the bridge very easy. On the Festh side also, the 
ground is very favourable, and an ascent equal to that on the Buda 
side can be obtained without interfering with any buildings, and 
the bridge would be better situated in this spot for the general 
convenience of thfe public. 

A foot-bridge could be erected of one span as marked on the 
plan, and the cost of it would be about 120,000/. 

During my stay at Festh, great anxiety was expressed by many 
persons that the piers in the river could not be made to stand 
against the ice, and that their size would cause inundations; and 
that it would be absolutely necessary that myself, or some com- 
petent person appointed by me, should pass a winter on the spot, 
in order to observe the breaking up of the ice ; but the observations 
which I have had made at St. Petersburg and Sweden relieve me 
from the apprehensions I have heard so strongly expressed ; and I 
am confident that the produce of ice in the Danube will never 
affect the piers ; and as regards the apprehensions expressed that 
the piers will cause inundations, these are also futile ; for as the 
same sectional area will be preserved at the proposed bridge as 
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there is at present at the narrowest section of the river, there can 
be no danger whatever. I also heard during my stay at Pesth, 
that it was intended to regulate the banks of the river, and there 
can be no doubt that they require it very much, and the keeping 
and upholding of the banks should be under proper directions, 
and the police should be employed to prevent dirt and other 
rubbish being thrown into the river, which, being washed down 
when a rise of water occurs, lodges on the Island of Csepel, and 
thus increases its size, which has been going on for centuries, and, 
no doubt, adds to the risk of inundations; and some coercive 
measure should be enforced to prevent, as much as possible, 
farther accumulation ; but provided this regulation takes place, 
it will in no wise interfere with the works of the proposed 
bridge, as they may proceed together or separately. 

On my return to England, I purpose sending to you, on or 
before the 10th day of November next, a plan and section of 
the proposed bridge, showing the situation of the piers, with the 
inclination or rise of the road, or approach to the bridge, on each 
side of the river. And I have no doubt whatever that in case the 
works be done according to my design (of which I shall take 
care), that it will answer the intended purpose, and be a long and 
lasting edifice. 

(Signed) W. TIERNEY CLARK. 

To THE Baron Sina. • 


CHAPTER I 


SOME ACCOUNT OF THE PROGRESS OF THE WORKS. 

1839—1845. 

1839. In the month of May, 1839, the royal assent was given 
to the project of connecting the cities of Buda and Pesth by a 
suspension bridge. 

The Baron Sina having entrusted the entire execution of the 
bridge and works to Mr. Tiemey Clark, with power to choose his 
own English staff of assistants, the following were chosen to 
conduct the several departments specified below, viz. : — 

W. TIERNEY CLARK, F.R.S., Engmeer-m-Chief: 

ADAM CLARKE, Resident Engineer. 

JAMES TEASDALE, General Clerk of the Works, Sapenntendant of Pile- 

driying, and (in consequence of the death of W. Wardrobe) Super- 

intendant of Masons' Work also. 
BLAND W. CROKER, Superintendant of the Chain-hars, made by Messrs. 

Howard & Rayenhili^ of the King and Queen Iron-Works^ Rother- 

hithe, London. 

Tlie following is a Journal of the proceedings : — 

In the September following, Mr. Tiemey Clark had two trial 
piles driven through the bed of the river into the clay beneath ; the 
piles were of fir, but differing as to hardness, and the following 
were found to be the results of the experiment : — 

The first pile was driven 20 feet 6 in., and the second 22 feet 
below zero, and therefore 4 feet into the clay substratum. 

On leaving off driving, it took 30 blows with the monkey, with 
a fall of 25 feet to drive the first and hardest timber pile i^ths of 
an inch. 

The same number of blows with the same fall drove the second 
and softest timber pile barely l^th of an inch. 

From 12 to 16 blows were sufficient to upset the top of the first 
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pile, SO as to entirely destroy the effect of the blows, until the 
damaged part was cut off, and the pile relooped. 

From five to six blows were sufficient to produce the same effect 
on the second pile. 

The outside of both piles was splintered and shaken a little; 
the first and hardest rather the most. The results of the driving, 
however, were considered satisfactory. 

During the following autumn, the space required for the fixture- 
pier on the Pesth side — ^being that with which it was proposed to 
commence — ^was enclosed, and the excavation of the ground o(»n- 
menced. About 8924 cubic yards were removed, part of which 
was used to level the building-yard, which was very uneven, and to 
raise the floors of the sheds, magazines, and workshops, about a 
foot above the level of the rest of the yard, and part to fill up and 
level the space below the site of the coffer-dam where the high 
part of the shore receded very suddenly, by which a useful level 
space was gamed, and likewise formed a part of the approach to 
the wharf. The position of the coffer-dam and wharf for this, 
called No. 1 pier, will be seen on reference to the map. 

Before December, the whole of the space necessary for the 
coffer-dam, work-yard, &c., was enclosed by a strong fence 8 feet 
high, vnth. proper entrance-gates, a magazine for stores and 
materials, and a small brick-house containing an office, rooms for 
watchmen, &c. 

Shops for smiths, carpenters, and others, and a wharf were put 
in hand in the autumn, and finished during the winter and 
foUowing spring. 

1840. As the quantity of timber required in the construction of 
the coffer-dams would be enormous, the first endeavour was to 
procure the transmission of a sufficient quantity at stated periods, 
and this, from the great distance of the forests and bad state of the 
roads in almost all seasons, was attended with no little difficulty. 

The fir-timber had to be brought from Bavaria and the forests 
of Upper Austria, the oak from Sclavonia, and the larch fix>m the 
Styrian mountains. The Sclavonian oak is so remarkable for its 
size and magnificent appearance, that a short description of it will 
perhaps be acceptable. 

Those trees near Podgeize, in the vicinity of the Save, which is 
the boundary between Turkey and Sclavonia, are more especially 
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celebrated for their superior height, grandeur, and quality as 
timber, although the forests, interspersed over Sclavonia, produce 
trees nearly as fine. Many of them rise to a height of 50, 60, 
and even 70 feet, without a single branch or knot, perfectly 
straight like some tall column, for 80 feet and upwards, when the 
top branches begin to spread out. The most curious circumstance 
about these trees is their small diameter at the root compared with 
their height, and diameter at top; some at 70 feet from the 
ground being 23 to 26 inches, while at the base their diameter is 
not more than from 39 to 48 inches. 

Der Frauben Eiche (grape oak) is so called from the manner in 
which the acorns are clustered together, at the end of a very short 
and scarcely perceptible stem on the young branches. The acorns 
are small, short, and egg-shaped, and provided with a fine thorn at 
the top. When ripe, they are of a dark brown colour, ^^e fruit- 
cups resemble leather, with a rough scaly skin, and are clustered 
together from two to four and even from six to twelve, on one stem. 

The bark on the young trees is smooth, and of an oUve-green 
colour ; when grown, rough and of a brownish-grey ; when aged, 
ash-grey, and covered with deep and regular furrows, the interior 
of a rusty red. 

The Stiel oak, so called from the long stem or stalk on which 
the acorn hangs. The acorns are large, roller-shaped and rounded, 
with their points blunt, and when ripe of a leather-brown colour. 
The fruit-cup is woody, and provided with a fine hair, particularly 
round the edges. 

The wood is heavy, hard, and tough, and the fibre fine. When 
young the wood is white, but when full-grown it becomes brown. 
Towards the heart this wood is much tougher, and less liable to 
splinter than the " grape oak." 

The weight of the Sclavonian oak is, generally, about 55 to 
60 pounds per foot cube, and some was found which mnh in the 
water. When perfectly dry, it loses about one-third of its weight, 
being then about 36 to 40 pounds per foot cube. 

This timber was delivered at the works at Pesth, in lengths of 
from 40 to 80 feet, and 15 inches square, at the rate of from 50 
kreutzers to 1 florin per foot run. 

The manner in which large timber is usually got out of the 
forests is, in the depth of winter oii^ sledges, when the ground is 
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covered with snow and frozen, or in the height of summer when 
the marsh lands are dry. The whole, or nearly the whole, of 
the forests are inundated in the spring, when the snow melts on 
the mountains. 

It being found impossible to square the timber with any 
accuracy in the forests, this was obliged to be deferred until its 
arrival at Pesth. The whole of the Sclavonian peasantry use the 
axe extremely well, and this proved of great advantage, as 300 or 
400 men could at any time be procured at a few days' notice. The 
distance from the forests to Pesth is about 1 60 miles. 

The excavation for the retaining pier was finished about the 
middle of March, 1840. The ground was taken out to a depth of 
3 feet 6 inches above zero, which was as low as the state of the 
Danube would allow, with the use of pumps. (Plates m. and v.) 

In the^ month of April, Mr. Adam Clarke, the resident engineer, by 
direction of Mr. Tiemey Clark, visited the iron-foundries of Styria, 
in order to ascertain what amount of iron-work could be obtained 
in the country, without having recourse to the great delay and 
expense attending its manufacture in England. He found their 
workmanship tolerably good, much better, in fact, than was 
expected; and, in future, it was decided, all the shoes, • rings, 
bolts, &c., should be made there. A quantity of pile-shoes, besides 
other iron-work, had been previously shipped, via Trieste from 
England. 

The following were the prices of iron-work, delivered at Pesth, 
from the foundries of Styria : — 

Common-pointed shoes, 2£ florins ; broad bevil shoes, 24 florins. 

Driving-hoops, bolts, plates, &c., 18 florins per Vienna cwt.* 

Bar-iron, according to quality, from 9 to 13 florins per centner. 

Cast-iron, from 9 florins 20 kreutzers (which was the price of the road- 
way beams) up to 15 florins, the price of the truss-columns, and of 
the ornamental sockets for the trussing of the platforms. 

Mr. Adam Clarke from Styria proceeded to Upper Austria, from 
whence the fir timber had been ordered. He found it exceedingly 
good, close-grained, well-grown, and free from knots, being 
nearly the same, both in appearance and quality, as the^r^^ of the 

• The Vienna cwt. is about five-sixths of the English cwt 
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trial-piles, which were driven by order of Mr. IHemey Clark in the 
previous year. 

A great quantity of timber was cut and squared ready for the 
first dam, and only waiting to be conveyed to the Danube, but this 
could not be accomplished until the melting of the snow, as the 
whole of it had to be floated to the river by small streams which 
were at that time nearly dry, and it was not until the 24th of May 
that the first ship-load arrived at the works. 

The whole of the piles and other timber required for No. 1 dam, 
with the exception 'of the two inner rows of oak piles, were 
contracted for to be delivered at Pesth for the sum of 24,000 florins 
(2400/. sterling). 

Mr. A. Clarke likewise examined a large extent of forest country, 
between Linz and Salsburg, for the purpose of ascertaining whether 
timber of sufficient quantities, and the requisite dimensions, could 
•be obtained, in case it were decided, from the experience of the 
ensuing summer, to construct the remaining three coffer-dams 
entirely of fir. No difficulty was anticipated, provided proper time 
was allowed, in providing all the timber necessary, with the 
exception of the 70-feet piles, which could be obtained only in 
Sclavonia. 

Arrangements having been made for the requisite supply of 
timber, and the manufacture of the iron-work necessary, the next 
difficulty that arose was to provide for the great quantity of stone 
that would be required in the next and follovnng years. 

Several quarries in Hungary and Austria were examined in 
1838, by Mr. Tiemey Clark, who reported on their relative merit 
to the Baron S. G. Sina and the Count S. Szechenyi ; among those 
he considered likely to afford stone of good quality, and of sufficient 
dimensions, may be mentioned those of Wolfsthal and Mauthausen 
for granite, Soskut and Waitzen for soft and hard stone. The 
stone in all these quarries was good, but the tools and apparatus 
of the proprietors so imperfect, that it was found necessary to send 
for English quarrymen and workmen to superintend the working 
of them, and to teach the natives to make use of proper tools, 
without which it would have been hopeless to attempt to raise the 
large blocks required, some of the blocks being 10 feet long, and 
10 to 12 tons weight. The granite was obtained from Mauthausen, 
but the great distance from the works formed a serious drawback, 
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being no less than 270 miles — ^it was brought down in barges to 
Pesth ; the barges as they arrived were purchased by the Bridge 
Direction ; some were broken up, and the remainder kept for the 
purpose of supporting the platform during the process of raising 
the chains. 

During the spring, the piles for No. 1 dam were squared and 
trimmed perfectly true, in readiness for the contractor for the dam, 
Mr. George Surge of Heme Bay, whose agent arrived on the 18th 
of July, together with his clerk of the works, and seventeen work- 
men : this number, however, proved insufficient, for the natives 
were found to be so inefficient at pile-driving, that it was 
requisite to send immediately to England for more men — ^two 
English workmen being found absolutely necessary to each 
pile-engine. 

About the 20th of July the staging for the first dam was 
commenced. 

On the 28th of July, 1 840, the first pile was pitched for No. 1 dam. 

The piles at the head of the dam drove tolerably well, but 
those forming the returns much stiffer, from the greater depth 
of material. Some of the piles were broken, and obliged to 
be redrawn, in consequence of which it was determined to try the 
experiment of driving the piles in bays, and to dredge out the 
gravel in front of them, at the same time driving. This plan was 
found to succeed perfectly. 

Mr. Tiemey Clark arrived at Pesth on the 4th of September, 
1 840, and from the results of experiments made during his stay, 
came to the conclusion that the best Austrian fir was quite equal 
in quality to oak. It was therefore decided that fir of the best 
description should in future be used instead of oak. 

Mr. Clark found the pile-shoes and other iron-work furnished 
by the Styrian manufacturer, Mr. Sesler, satisfactory : but it was 
necessary to order the iron rings for the piles to be made of the 
very best Styrian iron, as the Hungarian iron is by no means to be 
depended on, owing to its defective preparation. 

A crane was by this time fixed for unloading the timber, which 
began to arrive in considerable quantities; and the wharf was 
extended up to the site of the cofier-dam, whereby much of the 
expense and time occupied in removal was saved. 

Considerable difficulty was experienced in driving the piles 
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through the hard bed of gravel which overlies the clay, after they 
had been got down to that stratum with comparative ease by the 
use of the plan mentioned ; this gravel being of such compactness 
as to shake the piles very considerably, and screw-glands were 
found necessary to prevent them splitting. Many of the piles had 
to be withdrawn, and it was found on examination that the shoes 
had been displaced. To remedy this, the shoes were riveted on, 
in addition to the nails, and for the future the piles were ordered 
longer than absolutely required, to allow for re-heading. 

A twenty-five horse engine with pumps was at this time making 
in England, but it was found that at the back of No. 1 dam, where 
the engine was to be fixed, there was a running quicksand ; it 
became necessary, in consequence, to extend the dam all round, in 
order to keep the shifting sand in its proper position. 

It having been arranged that Nos. 2 and 4 dams should be 
commenced the following spring, the requisite iron and timber was 
ordered immediately, as well as eighty pile engines. 

An ice-breaker or dolphin was also constructed during the 
latter part of the autumn, a little above the site for No. 2 dam, or 
that for the tower nearest the Pesth shore ; this dolphin, which 
served as a protection against the ice, rafts, &c., was constructed 
at this time, so that a means might be afforded of judging of the 
actual force of the ice during the winter ensuing ; and the event 
proved that its construction was most fortimate, as the winter of 
1840-41 was unusually severe. 

After the excavation of the gravel as detailed above, from 1-| to 
2 days sufficed to drive the bay-piles : the gravel was dredged out 
to within 5 or 6 feet of the clay ; and after the piles had been 
driven home, the operation of dredging out the gravel was con- 
tinued all round the dam, as well as at the returns, and the result 
proved most satisfactory. 

Some experiments were made with the clay from Alt-Ofen, as 
to its capability for making good puddle, for filling in between 
the rows of piles, shown on the sections of the dams (Plates xiv. 
and XV., &c.). A specimen sunk in the Danube, without any 
admixture of gravel, soon got as soft as mud ; while some that 
had been mixed with about a third clean gravel, had set quite solid. 

The piles for the dolphin above the site of No. 2 coffer-dam, 
drove very well ; the time of driving generally, including pitching. 
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was 1^ day. Several of them were driven 7 feet into the clay 
and took 1 i^ day to get down, going at last ^ of an inch at a blow, 
with a 1 5-feet fall ; the oak piles could not be got down deeper 
than this, as they began to split, and no fir piles long enough could 
just then be obtained ; the piles drove much better and penetrated 
deeper than those for No. 1 dam, in consequence of the gravel 
being of a very loose and yielding nature, whilst that at No. 1 
dam was almost as compact as rock, and gave as much trouble as 
the clay itself. 

In the month of December the dolphiA was finished, and no 
sooner was it completed than an extremely hard firost set in, and 
early in that month the Danube was covered with masses of floating 
ice, some of which struck it with tremendous force ; being, how- 
ever, well bolted together and secured in the strongest manner, no 
damage was sustained. 

No. 1 coffer-dam was likewise not at all injured by the violence 
of the shocks, for, after the first day or two, the land-ice, by 
extending some 10 or 15 feet further than the front of the dam, 
formed a complete protection against the floating ice in the river. 

The floating ice continued to increase up to the 15th of 
December, when it became so dense as to cut off all communica- 
tion v^dth the dolphin until the 18th, when it became stationary 
(in consequence of the resistance of the land-ice) to about 10 feet 
beyond the dolphin. The ice in the middle of the river continued 
to move until the 21st, although almost .imperceptibly, on which 
day a regular conununication between the towns was formed over 
the ice. 

1841. The ice continued firm until the 17th of January, when, 
at about 3 o'clock p.m., it began to move in one imbroken sheet 
from the dolphin, where it had parted, to the Buda shore ; a few 
minutes afterwards' it began to move from side to side with 
tremendous violence. A stage, on which were three pile-engines 
for driving the piles on the upper part of the dam, was carried 
away instantaneously by the enormous force of the ice, which 
came crashing on till it touched the outer row of piles of the 
dam, when, after a squeeze which threatened to smash every 
timber, it broke up into small pieces, which kept rising up as 
forced on by the pressure behind, and formed an embankment 
against the side of the daiu. The whole lasted about 1 minutes 
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and the first squeeze was the worst the dam had to contend 
with, but owing to the solidity of its construction, not the sUghtest 
damage — ^if we except that to the small stage above mentioned 
— ^was sustained. 

A small space was always kept clear of ice, both round the 
dam and dolphin ; as, in the event of the ice rising up perpen- 
dicularly, as sometimes happens, the piles might be forced out, 
and as much damage done in that manner as by lateral pressure. 

The effect of the first pressure of ice on the dolphin was such 
as to create an apprehension that it would be entirely carried away ; 
before the ice yielded to the resistance of the dolphin, it pressed it, 
as far as the eye could judge, about 18 inches out of the perpen- 
dicular, but as soon as the ice yielded it immediately recovered its 
upright position ; and thus it continued, alternately being pressed 
and rebounding, for about 1 minutes, when a stoppage of the ice 
again took place. 

As soon as practicable, the dolphin was examined, and the piles 
found, owing probably to the precaution mentioned above, not to 
have risen in the bast ; but that they had a lurch, or incUnation 
towards the lower end and the Buda shore, of about one foot. 

The pressure of the ice seemed to act in a direction quite con- 
trary to expectation, inasmuch as the line of greatest pressure was 
supposed to act in, or nearly^ the direction of the current ; expe- 
rience, however, proved that, in this case, the supposition was 
incorrect, the pressure being much greater in a diagonal direction, 
and towards Buda ; and the reason appeared to be as follows. 

On the Buda side of the dolphin are many warm springs, which, 
during a frost, are scarcely felt, but which, acting in conjunction 
with the warm weather which had preceded the moving of the ice, 
tended materially to weaken the ice on that side ; and as the ice 
on the Pesth side, owing to the a{)sence of springs, had stood quite 
firm, the effect of it in pushing the piles towards Budq, will be 
perceived, the inclination towards that side being, indeed, much 
greater towards that side than down stream. When, however, 
owing to the floods from Upper Austria, the ice moves, the contrary 
is the case, as the stream, after passing Margarethen Island, sets in 
towards Pesth. 

As the result of this experience seemed to prove that the base of 
the dolphin was not wide enough in proportion, piles were driven 
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all round at an angle of three feet in ten, and bolted and secured 
in the strongest manner to the dolphin. 

On the 11th of March, the whole body of ice began to move, 
and after progressing for about five minutes, came to a stand above 
the dolphin and No. 1 dam, the remainder of the river being quite 
clear as far as the Blocksburg : shortly afterwards, the ice again 
made a movement, and formed a heap four or five feet higher than 
the top of the piles. 

After the ice had got fairly in motion, and attained the vdocity 
of the current, the noise and uproar of the immense masses, 
cracking and crashing against one another, and against the dolphin 
and dam, was tremendous, and altogether formed a scene it would 
be difficult to describe ; sometimes a stoppage would take place, 
owing to the accumulation of ice between the dolphin and the dam, 
which kept that above back, until a mass of ice, more resembling 
an island than anything eke it can be compared to, would force 
everything before it, breaking up the large blocks accumulated at 
the dam into a thousand pieces. 

Considerable excitement prevailed at Buda, .Pesth, and even at 
Vienna, owing to the different opinions as to whether the dolphin 
was sufficiently powerful to resist the pressure it was subjected to, 
and heavy bets were laid on the issue. The result, however, was 
most satisfactory ; for, vdth the exception of the fender-piles, which 
were somewhat worn and damaged by the ice, n<)t the slightest 
harm was done either to the dolphin or the dam. 

A few days previous to the breaking up of the ice, it became 
evident that a considerable washing away of the gravel, by the 
action of the current, had taken place on the two upper sides of 
the dolphin. It was considered advisable, therefore, to sink a 
quantity of rubble stone, the same as that afterwards used inside 
the piers, where the washing away had afterwards taken placQ, and 
the event proved that this precaution was necessary. 

On the 28th of March, 1841, the staging for driving the piles 
for No. 2 dam was commenced, and on the 1st of May the first pile 
was pitched. The average time of driving, including pitching, &c., 
was about 1^ day to each pile; the timber was excellent, and 
drove well. 

The gravel was taken out at the head of No. 1 dam, and the 
excavated space filled vnth good puddle to a depth of 1 2 feet, and 
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the piles for the middle row were driven through the puddle into 
the clay. They drove well, averaging about one day to each pile, 
and were driven 6 or 7 feet into the clay. 

An engine-house, engine, and pumps were erected to clear the 
dam of water ; the site of the engine, and position of the sluices 
to let the water into the dam, whenever it should be necessary, 
either from the pressure of the ice around, or fix)m other causes, 
will be seen on reference to the front and end views of the dam. 
(Plates XII. and xiii.) 

In spite of the precaution of sinking a quantity of rubble stone as 
mentioned above, the scouring action of the water round the 
dolphin stiU partiaDy continued, and the gravel thus washed away 
was deposited by the action of the current at the lower end, where 
the water was in many places seven to ten feet shallower than 
before the dolphin was commenced ; to remedy this, a quantity of 
rock stone was brought to the spot in barges and sunk; 1170 
yards cube were thus deposited at a cost of 2^. Qd. per yard. 

The quarries of Soskiit, Waitzen, and Mauthausen were pur- 
chased by the Baron Sina, and worked under the direction of 
English foremen. The granite obtained from the latter was of most 
excellent quahty, and of great size, and although there was at first 
much trouble in working the quarry satisfactorily, partly owing to 
the jealousy which the Gfermans entertained of the English quarry- 
men, and partly from the confined space in which work had to be 
carried on ; yet as every stone got out enlarged the working space, 
this last objection soon disappeared. 

The quarry at Waitzen (being 1200 feet above the Danube) 
was got into excellent working order before the autumn, and the 
stone found of very good quaUty and siz6; and considering the 
peculiar situation of, and bad roads leading to and fronfthis quarry, 
the price at which it was delivered on the works, viz., Is. per cubic 
foot, was considered very cheap. 

The quarries at Soskiit were also during this year much 
extended and improved, and so arranged that an almost unlimited 
quantity could be obtained. 

Experiments were made by Mr. Tiemey Clark at Pesth, in the 
autumn, on bricks furnished by various makers, viz., from Stein- 
berger of Pesth, Cseeky of Ofen, and the Greminde of Alt- 
Ofen. Of these Steinberger's stood A 1 on the list of experiments 
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wkose bricks were better made, and the clay more uniformly 
mixed than the other samples ; his price was 16 florins (32«.) per 
thousand, which was considerably higher than was expected ; the 
price eventually came down to 12 florins (24«.) per thousand, and 
again rose in consequence of the great demand to 15 florins (30«.)» 
wliich was the price paid up to the last ; the size of these bricks 
was 12x6x2^. 


EXPERIMENTS ON BRIOEa 
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I. Steinbergen, Pesth . 
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V. Gunsberg, Raab 
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VI. The Town of Old Buda . 

1 
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All the qiiantities in English Measure. 

It was found by no means easy to obtain a suitable lime for 
hydraulic purposes, abnost all the samples slaking with great 
difficulty ; the Styrian lime, in particular, would scarcely slake at aD. 
The commdh lime of the country slakes nearly the same as the 
English, and is of good quality, as is proved by the buildings at 
Pesth, many of which are coated with it, and resist the eflTects of 
the atmosphere for many years. 

After considerable trouble and anxiety, an excellent lime-stone 
was eventually obtained from near Peterwarden, on the Servian 
frontier. It being feared that if the stone was burned, and ground 
on the spot, it would often be damaged and spoUed, in conse- 
quence of the distance it had to be conveyed, viz., by water, 
all against the stream, 200 miles to Pesth, Mr. Tierney Clark 
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determined to have it burned on the works, in a flare-kihi, and 
then reduced by an edge-stone mortar-mill. The district from 
which the most excellent lime-stone was procured belonged to a 
monastery; the abbot of which, hearing it was to be used in 
building a national work, and one of so great advantage and 
utility to his country, called on Mr. T. Clark and expressed 
himself greatly pleased in being able to forward such an object, 
and would accept of no payment for the stone ; the carriage 
therefore to Pesth was the only expense until delivered on the 
ground. Several experiments were made with this lime to test 
its fitness for hydraulic purposes, and a mass of brick and rubble- 
work was prepared and laid under water ; after a short time it was 
taken up, when it was found that the mortar had set so firmly that 
it was the hardest part of the mass. 

The piles at the lower end of No. 2 dam drove considerably 
harder than those at the upper ; but still the diflFerence between 
the driving of No. 1 and No. 2 was very great ; to give some idea 
of this, it may be mentioned that the number of piles damaged and 
re-drawn in the former was, on the average, about thirty-eight per 
cent., while in the latter it was about seven per cent. 

A twenty-five horse engine and pumps arrived in the autumn 
for the purpose of clearing No. 2 dam of water, and was fixed on 
the dolphin, (Plate xii.) 

1842. The last piles for both dams were pitched just before 
Christmas, and by the 3rd of January the puddle was got into No. 1 
dam as high all round as the middle walings (Plates v. and vi.), 
when the frost put a stop to the operation. On the 10th of January 
the pumps were got to work, although with considerable difficulty, 
owing to the frost, and in eight hours the water in the dam was 
pumped out down to five feet below zero. As soon as practicable, 
a well was sunk down into the clay in order the better to keep 
the dam free of water. During the excavation, the reason why 
the piles drove so hard, when just about to enter the clay, became 
apparent. Immediately above the clay, and in such intimate 
connexion that it seemed almost to form a part of it, was found 
a thick crust of stone, from 6 to 1 2 inches, the surface of which 
was very irregular, but smooth, as if worn so by the attrition 
of the large gravel and stones in immediate contact with it. 

The pumps continued to work well in spite of the severe frost. 


44 SOME ACCOUNT OF THE 

the little water whicli found its way into the* dam had from 
6 to 7 degrees of warmth (Reaum.) ; this, when there was 
16 degrees of cold in the air, seemed not a little extraordinary, and 
is to be attributed to the fact that the leakage was mostly at the 
back of the dam, and in the same stratum as the wells at Pesth ; 
the water from which was always about 2 degrees warmer than 
that in the dam, whilst the water in the Danube, 10 feet below 
the surface, was just about freezing point. 

By March, the whole of the ground inside the dam had been 
excavated, and it was found that the superstratum of sand was 
of so soft and yielding a nature as to require to be entirely 
removed down to the stone-crust overlying the clay, and the 
excavated space filled in with concrete. During the excavation, 
it became apparent that the whole of the piles forming the inside 
row were more or less shattered at the bottom ; iq consequence of 
which a fourth tier of walings was fixed all round the inside of 
the dam. 

The first pile for No. 3 dam, on the Buda side, was pitched 
on the 8th of April. The piles at first went tolerably easy ; but 
as the driving proceeded they took six or seven days to get down ; 
and in consequence of the great time requisite to drive them 
home, 5 feet was settled on as the depth to which they should be 
driven into the clay in future. 

From the first it was feared that this No. 8 dam would 
prove a source of great difficulty and annoyance, and the result 
fully justified the expectation. As the driving proceeded, the 
piles went with even greater diflSculty than at first; often the 
operation took from twelve to fourteen days to each pUe, which in 
many cases broke off short in the ground, and could not be with- 
drawn. To remedy this, the gravel was dredged out to the lowest 
practicable depth ; and where the piles had broken off, or were 
otherwise considerably damaged, a second row was driven 
immediately behind the first. 

The first pile for No. 4 dam was pitched on the 12th of May, 
1842. The piles for the most part drove very well: the excava- 
tion was at the same time proceeded with. About 80,000 yards 
cube were necessary to be excavated from this dam. 

Travelling crabs and framework were erected over Nos. 1 and 2 
dams. On the 24th of August, 1842, the first stone was laid by 
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the Archduke Palatine, representing His Imperial Majesty of 
Austria. 

On this occasion the Archduke Palatine invited the principal 
magnates of Hungary to dine with him previous to laying the 
foundation-stone ; and Mr, T. Clark had the honour of being one 
of his guests. After the ceremony of the dinner, Field Marshal 
the Archduke Charles presented to Mr. Clark, in the name of his 
Imperial Majesty Ferdinand the First, Emperor of Austria and 
King of Hungary, a magnificent gold box, set with brilliants. In 
the centre of the lid was the initial F., in briUiants, surmounted 
by a wreath of the scune, with large brilliants at each comer. The 
cortege then left the imperial palace, with an escort of the military, 
for the Cofferdam No. 1, a most imposing sight, from the variety 
of the rich costume of the magnates. 


TRANSLATION OF THE DOCUMENT, IN THE HUNGARIAN LANOUAQE, PUT 
INTO THE FOUNDATION STONE OF PBSTH SUSPENSION BRIDaE, ON 
THE 24th of AUGUST, 1842. 

The idea of connecting the shores of the Danube between the towns Buda 
and Pesth by a pennanent bridge was brought forward by Count Stephen 
Sz^chenyi : at first, in a private circle of some inhabitants of those towns 
and of the kingdom^ afterwards before a society under the title of the " Buda- 
Festh Bridge Society :'' and he began to collect the data serving for this 
purpose. With the same intention he, together with Count George Andrasy, 
visited England in the year 1832, and they published, on their return, the 
information gained there, together with their own opinions, under the title of 
" Eeport of Count Greorge Andrasy and Count Stephen Sz^chenyi, made to 
the Buda-Pesth Bridge Society on their return from abroad. Presburg, 1833.'' 
The subject, thus ripened and prepared, was at last brought before the Diet 
assembled at that time; where, it having been supported by his Imperial 
Boyal Highness the Hereditary Archduke of Austria, Joseph Anthony John, 
the beloved respected Palatine and Governor of Hungary, and by the 
assembled States of the B.ealm, the xxvi. law-article (act) of the year 1836, 
was^ with the sanction of his gloriously-reigning Apostolic Majesty King of 
Hungary, Ferdinand the Fifth, passed, by which act the erection of a per- 
manent bridge between Buda and Pesth, through the medium of a share- 
holders' company, was granted ; and for the reaUsation of the object, an imperial 
committee was appointed. Acting on this law— one of a new kind aiming at 
the benefit and ornament of the country — ^the Baron Simon Qeorge Sina 
made the proposition to build a suspension chain-bridge between Buda and 
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Pesth, at the expense of a shareholders^ company, to be formed by him^ and 
according to the design and under the direction of the English artist 
Mr. William Tiemey Clark, and he closed a contract on this subject with the 
Diet Committee on the 27th of September, 1838, which contract was after- 
wards declared valid by the xxxix. article of 1840. The works, in consequence 
thereof, were begun about the end of October, 1839, have since that time 
proceeded without interruption, and 


THE FOUNDATION-STONE 

of this suspension bridge has, with the usual ceremonies, and in the presence 
of a numerous assemblage, been most kindly laid this day, the 24th of 
August, 1842, under the paternal reign of his glorious Maj^ty Ferdinand the 
First, Emperor of Austria, as King of Hungary the Fifth of his name, hy his 
Imperial Highness Charles Lewis John Joseph Lawrence, hereditary Arch- 
duke of Austria, Knight of the Golden Fleece, Grand Cross of the 
Military Order of Maria Theresa, and first-class knight of several other 
illustrious orders. Governor and Captain-General of Bohemia, Imperial Field- 
Marshal-General, Proprietor of one Infantry and one Lancer fiegiment^ as 
representative of the highest person of his Imperial Keigning Majesty, most 
graciously appointed for this purpose. In remembrance whereof, this docu- 
ment and different coins of his Imperial Beigning Majesty Ferdinand the 
First, Emperor of Austria, as King of Hungary fifth of his name, have been 
put into the foundation stone. 

The document had been signed by his Majesty the Emperor of Austria and 
King of Hungary, Ferdinand; and it was signed on the spot by the 
Archduke Charles, Archduke Joseph, Palatine of Hungary, the Archduchess 
Maria Dorothea, Prince Joseph, and Princess Elizabeth, the present high 
dignitaries of Hungary, Count Stephen Sz^chenyi, Baron George Sina, Baron 
John Sina, some chief magistrates of the county of Pesth, the principal 
engineer, William Tiemey Clark, the General Secretary of the Buda-Pesth 
Suspension Bridge Company, Anthony Tasner, and some other present 
persons. 


In pui'suance of the plan agreed on, the dredging for No. 3 
dam was carried on to the average depth of 44 feet from the 
top of the outer row of piles, leaving about 10 feet of gravel to 
drive through, and extra piles were driven where the gravel found 
its way between the piles, as well aa where it was knovm the piles 
were not driven to the proper depth, or were broken or otherwise 
injured. As the gravel was dredged out to the above depth, the 
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inner and middle rows were driven, and a great part of them got 
down as was supposed to the requisite depth. 

The work was carried on in the above manner until the 7th of 
November, when from the appearance of several piles which were 
pulled up, and from other causes, it became apparent that the outer 
row (Plate xv.) was in a much worse state than had been expected, 
and was almost a matter of certainty, that those piles which had taken 
10 or 12 days to get down, were not driven to the proper depth 
by at least three or four feet, having upset or lost their points to 
that extent. There was likewise every reason to beUeve that many 
of them were broken or dangerously crippled ; added to this, the 
Danube was rising, and at the late time of the year with winter 
rapidly approaching, the general appearance of the dam was 
anything but satisfactory. 

Upon mature consideration, the only course appeared to be to 
drive a much greatef number of piles than was at first calculated 
upon, and another complete row of piles was driven all round at 
intervals of 1 5 inches apart, and in some cases double and triple 
piles were driven during the progress of the dredging. At the 
commencement of the driving, a few were got down to the depth 
of 57 or 58 feet, being from three to four feet in the clay ; but as 
the gravel began to get com]pressed, many of them would not pene- 
trate more than 54 or 55 feet, the sharp angular gravel, overlying the 
clay, appearing to be compressed into a substance as hard as rock. 

The piles in No. 4 coffer-dam drove far better, and the making 
of this dam was, in comparison, easy to No. 3 ; a wharf was made, 
and two cranes erected before the winter. During the process of 
puddling, however, between the first and inner rows of piles, a 
large piece of rock was found imbedded in the space between 
them, which it very nearly filled up, and precluded the driving of 
the middle row at that part. Nothing therefore remained but to 
fill in between the two rows with puddle. Before the magnitude 
of the rock was ascertained, every expedient was resorted to to get 
it up, but without the shghtest success. 

After the fourth course of stone was laid in No. 1 dam, bringing 
it up to zero, the ice put a stop to fiirther progress, and the 
water was let in by the sluices shown in the views of the dam, in 
order to equalise the pressure within and without. In No. 2 dam, 
on the contrary, the ice not being nearly so massive, the pressure 
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against the dam was not so great, and the masoniy was 
continued. 

During the winter the excavation for No. 4 dam was carried on, 
and the framing for the travellers erected. This dam was almost 
water-tight, the only spot where any leak was apparent being close 
to the large mass of rock above mentioned ; however, by fixing a 
fourth tier of walings as low as possible, and by the greatest care 
being taken to render that part as secure as possible by means of 
extra braces, &c., this leak was made of very little importance. 

1843. The water rose very considerably during the winter and 
earlier part of the spring, and by washing away the bank where it 
came in contact with the piles, soon formed a passage large enough 
to fill the dam ; this was remedied in a temporary manner by 
continuing the outer row of piles some distance into the bank, 
filling-in and backing-up the space outside with puddle ; and to 
guard against anything of the kind for the future, when a leak 
might be of more consequence, half timber bay-piles were driven 
to fill up the space between the gauge-piles at the back of the 
dam, and then backed up with clay, so as completely to close the dam. 
A small high-pressure engine and pumps were erected to clear 
this dam of water, and worked well. 

The water rose very considerably in the months of June and 
July, and attained the height of 14 feet 5 in. above zero, with a 
tremendous current. The pumps kept the water down in No. 2 
dam, with the exception of one day ; but in Nos. 1 and 4, the 
leakage greatly exceeded the power of the pumps, and the works 
were at a stand-stiQ for some days. The current is always very 
rapid in the Danube, generally firom 6 to 7 miles per hour. 

This rise in the water threw No. 3 dam very much back, a great 
quantity of mud and silt being deposited, in it, between the outer 
and middle rows of piles, owing to the Danube flowing over those 
two rows ; this stopped the dredging to a considerable extent, and 
caused a great loss of time in finishing this troublesome dam. 

The lower granite quarry at Mauthausen was also completely 
under water, and stopped work for some time ; the loading-wharf 
was also under water, and prevented some stone which was greatly 
required being sent. This rise of the water, to be attributed to 
the melting of the snow on the moimtains of Upper Austria, caused 
many serious accidents firom some of the large country boats 
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breaking loose, and, besides doing other damage, carrying away 
part of the bridge of boats. Several market-boats were also upset, 
in one of which from seventeen to twenty persons perished. 

In the course of the summer, three floods took place, causing 
considerable hindrance ; and each time, depositing a quantity of 
silt and mud in Nos. 3 and 4 dams. 

Mr. Tiemey Clark proceeded to Pesth in the autumn of this 
year, and endeavoured, without success, to get an examination 
made of the state of the piles in the No. 3 dam ; owing to the great 
depth of water, 50 feet, and the situation of the piles, the ordi- 
nary diving-bell could not be used. Some of the most experienced 
divers were sent for from the swimming-school, but, after several 
trials, they gave up the attempt, finding that they could not descend 
more than 25 feet; the pressure then being just supportable; 
accordingly, a diving-dress was ordered from England, and proved 
of the greatest utility throughout the work. 

The first stone for No, 4 pier was laid by Mr. Tierney Clark 
on the 22nd of September. 

During his stay at Pesth, Mr. Clark made a trial of two cast- 
iron beams for the roadway. They were made at Pesth, at the 
Walz-Muhle, a small foundry established by Count Szechenyi, and 
were submitted to the test of five tons, suspended in the centre ; 
when the deflection, arising from the defective preparation of the 
iron, was so great as to destroy its elasticity ; rendering the beams 
cast of such metal useless for the purposes intended. The pattern 
was then altered by increasing the depth to make up for the want 
of strength in the iron, and further improved by the addition of an 
admixture of old scrap iron. This third beam was then tested 
with the same weight as the others, and the deflection found to be 
not more than one half of the latter. This result, however, was 
attained by the addition ef 5 cwt. to the weight of the beam: 
this was considered strong enough for all purposes. A great advan- 
tage resulted from this trial, inasmuch as it proved that the beams 
could be made in Hungary ; whereas it was before feared they would 
have to be cast in England — a serious addition to time and expense. 

On Mr. Clark's return to England, his first attention was given 
to provide for the manufacture of the chains. This very important 
part of the undertaking was performed by Messrs. Howard & 
Ravenhill of Rotherhithe. 
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No. 1 pier had by this time — ^namely, the date of Mr. Clark's 
leaving, in the beginning of October-^been raised about 20 feet 
in height, and might have been raised considerably higher had 
there been a better supply of granite, which was in part prevented 
by the unfortunate circumstance of several vessels, having on 
board granite for the back of the fixture-pier, getting aground, and 
much time was in this manner lost. 

No. 2 pier was raised still more, namely, about 21 feet 
high ; the workmanship, equally with that of No. 1, being most 
excellent. 

No. 3 coffer-dam, which under ordinary circumstances might 
have been finished by the autmnn of this year, still gave a great 
deal of annoyance and trouble. All the gauge-piles were found to 
be in good condition, and many of them 6 to 7 feet in the 
clay ; but the inner row was found sadly defective, and, although 
the dredging was carried on to the lowest practicable depth, still 
continued to drive with great difficulty, as above the clay there 
was, in addition to the gravel, a hard slaty incnistation, through 
which the piles had to be driven ; and this, added to the great 
depth of water, formed an obstacle which was only overcome 
by the most unceasing exertions and by untiring energy and 
perseverance. In addition to the above-mentioned sources of 
difficulty, when the water rose the dredging had to be discon- 
tinued ; and when it subsided, left a quantity of silt and gravel in 
the dam, and no sooner had this been cleared away than another 
flood rose producing the same results, and this happened three 
times. Another evil arising firom the high water was, the washing 
away of the gravel round the outer row of piles ; this, however, 
was remedied by throwing in a great quantity of rubble-stone and 
also bags of clay all round the dam, in order to keep the piles 
upright against the great weight of th« mass of puddle between 
the rows. (See Plates ix. and x.) 

The winter of 1843-1844 was fortunately mild; nevertheless 
it was considered expedient to load the piles of No. 3 dam with 
blocks of stone, to prevent any tendency to flotation consequent 
on the washing away of the gravel, as detailed above. In the 
following spring, the pumping-out of No. 3 dam was commenced. 
This succeeded better than was expected, though several leaks 
occurred, and also a blow of fine sand, which caused the puddle 
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between the piles to sink down considerably. The engine and 
pumps used for this dam were taken from No. 1. 

1844. Mr. Clark arrived at Pesth in September, and in his 
report to the Baron 6. S. Sina mentions the following progress 
as having taken place in the works since October, 1843. 

No. 1 pier had been ndsed 18 feet since the last autumn ; 
end confident expectations were entertained that, if the weather 
proved favourable, the pier might be raised up to the level of the 
roadway in the course of the season. 

No. 2 pier had been raised about 21 feet since the last report. 
The materials and workmanship of both piers first-rate. 

The whole of the season had been very unfavourable, from the 
constant high state of the water, for finishing No. 8 cofier-dam. 
Mr. Clark, on examination of the piles, found them generally in a 
very crippled state, and additional piles had to be driven, and 
extra bracings fixed for their support. This bracing being carried 
round most part of the dam, added considerably to its stability. 
The completion of the dam, however, had been delayed for some 
time owing to the sediment under the puddle running out between 
'the* defective piles into the dam. This occurred several times, 
each time bringing with it the sand that remained under the 
puddle, and which could not be entirely dredged out, as well as 
some of the puddle itself; and as this had to be cleared away 
each time before fr'esh operations could be commenced, this of 
course was a source of considerable delay ; but when free from 
these accidetits, the dam was so nearly water-tight, that a small 
hand-pump was sufiicient to keep it dry. 

The accident which occurred to No. 4 dam, as before mentioned, 
during the last autumn, had been repaired at a comparatively 
small expense, and made perfectly secure, and the masonry within 
raised 15 feet. 

The Count Andrasy sent, while Mr. Clark was at Pesth, two 
roadway beams, cast from his own foundry, according to a pattern 
furnished hinu These beams were subjected to the required test, 
and stood it extremely well ; and at the request of the Count one 
was broken by a weight of fifteen tons suspended from its centre, 
the distance apart of the bearings being 26 feet 9^ inches. Some 
air-holes existed at the point of fracture, or probably it would 
have stood a much greater weight, as the iron was most excellent. 

B 2 
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Mr. Clark also made several experiments upon iron-bars, fiur- 
nished him by various parties in Austria. The bars were sand 
castings, one inch square, English measure, and three feet distance 
between the bearings. Those from a foundry belonging to Baron 
Rothschild, Count Andrasy's, and a specimen from the floiur-mill 
estabhshed, like many other things of great utility, by Count 
Sz^chenyi, were found to be the best, the mean of the three ex- 
periments being 917*99 lb. per square inch. 


EXPERIMEin^ ON THE STRENQTH OF CAST-IBON BAJUSL 

lb. 

7 ban from the Floor-Mill, on the average, broke with 867*81 

2 CoDcordial 74457 

4 From the Foundry of Baron Rothschild (planed) . 1181*342 

8 From ditto ditto (sand-caatings) 98118 

3 From HoflFman Brothers 70253 

2 From Count Andrasy 904-08 

26 Experimenta. 

The piles for No. 8 dam continued to be driven where the dam 
was defective, on the Buda side, and the puddle to be rammed 
down by driving a piece of timber 30 to 40 feet into it ; this 
plan was found exceedingly good. On the 4th of October the dam 
was pumped out, and the 7th and 8th tiers of waUngs finished ; 
but, on the 12th, a leak broke out in the old place, on the Buda 
side, but after running for a few minutes, the puddle settled down, 
and stopped it again. On the next day it again broke out with 
great violence, and although the sluices were immediately opened, 
a great quantity of puddle came in before the dam could be filled, 
the Danube being rather low at the time, and the sluices half out 
of water. After driving a pile in the defective place, and making 
good the puddle, the water was again pumped out, and the dam 
remained tolerably tight till the 1 7th, when a serious leak again 
broke out in the same place ; the water, however, CUs time, came 
in quite clear, without bringing any admixture of sand or puddle 
along with it, there being no appearance of its stopping. The 
sluices were again opened, and the dam filled, after which the day 
was driven down as before, and two piles driven behind the outer 
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row, there being no appearance of any defect in the inner row where 
the water came in. 

One of the long sheeting piles was also driven at the upper end 
of the dam \ it went tolerably well till within about two feet of the 
clay, when it could be driven only a quarter of an inch at a blow, 
with a 20-feet fall, and when within a few inches of the clay, ceased 
going at all, and split at the top. 

On the 1 8th the engines were again started, and on getting out 
the water sufficiently low, one of the short sheeting piles was driven 
at the side of the dam vnth a large wooden monkey, weighing a 
ton and ^ half, and found to go perceptibly better than the long 
one. When the point was one foot in the clay, it went three-eighths 
of an inch, with ^ 15 -feet fall; this pile was got 3 feet 10 inches 
into the clay, and would have gone further, had not the upper part 
been crippled. This experiment showed the great advantage of 
this mode of driving short sheeting piles, instaeui of driving long 
ones, in the usual manner. 

Owing to the sluices being half out of water when the dam 
(Plate XV.) was filled on the 13th, they were rendered compa- 
ratively useless, and had the leak been of more serious character, 
the consequences might have proved very disastrous ; and as there 
was a probability of the Danube falling still lower, or even of 
having the sluices above water, some remedy was necessary ; the 
follovraig plan was therefore adopted : — 

A few piles were driven at the lower end of the dam, and the 
space they enclosed filled in with puddle to the depth of about 
feet, so as to form a water-tight bottom above the rubble, and 
an open box with a loose bottom sunk some distance into it, and 
on this the sluice was fixed. This box was screwed down upon the 
puddle by jacks, to prevent the pressure of the water outside from 
blowing it up. 

Two borings were made on the side of this dam at those 
points where the piles drove with such difficulty, and it was found 
in both instances, that the common gravel continued to within 
about two feet of the clay, where a layer of gravel was found, so 
hard that it was with the utmost difficulty that the auger could 
penetrate through it. This stratum seemed to , be a kind of 
conglomerate or natural concrete. 

As above mentioned, to prevent flotation, the dam was 
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loaded in the autumn with stone, leaving interstices between 
the stones by which the puddle might be renewed in case 
of need ; the quantity of stone thus deposited on the dam was 
about 800 tons. 

1845. In the following January the water having been, with 
some trouble, pumped out of the dam, an examination 6t the piles 
was made^ and some few, which appeared broken or otherwise 
damaged, were re-drawn, and' after getting up two from the lower, 
and three from the upper end of the dam, it was found that they 
had all lost their shoes, and to have their points staved up about 
18 inches. • 

As the majority of the piles drawn since beginning to drive the 
sheet piling were found to be sound with tha exception of their 
points, it was supposed that the seats of the shoes might be too 
small; some large, old, heavy shoes, with the seats 6 in. by 12 in., 
and weighing 110 lb. each, were altered so as to give them a 
blunter but stronger form, the sides of the shoe being rather 
convex ; these were then tried, but after being driven within one 
or two feet of the clay, they were found to upset and give way as 
much as the others. 

One of the piles on the Buda side of the dam was also drawn 
and found to have lost 9 feet ^ the stump having spht all to pieces ; 
yet this pile went regularly one inch every three blows for the 
last 6 or 7 feet. 

Serious apprehensions were now entertained as to whether any 
of the piles had gone down to the requisite depth, and to set this 
at rest, the pile No. 4 on the Pesth side of the dam being, in the 
opinion of all on the spot the best, was drawn ; however, it 
appeared that this was v^ little better than the rest, being found 
to be no less than 4 feet 9 inches short, the points of the 
stump having penetrated about 15 inches into the clay, as a 
small portion was found between the crevices. 

Two of the best pieces of timber in the yard were now prepared, 
as a last trial of the possibiUty of driving the sheet- piling through 
the existing gravel into the clay. These piles were shod with a 
strong cast-iron shoe or socket, mth a driving-seat nearly equal to 
the entire cross* section of the timber. One of these was driven 
until apparently 8 inches in the clay ; on being drawn, its shoe 
was found gone, but the point upset about 2 inches only, being 


PROGRESS OF THE WORKS, 1889—1845. 6^ 

in other respects quite perfect ; the other pile, shod at the butt-end^ 
was drawn when apparently 16 inches in the clay, when it 
began to split badly at the top, and found to be quite perfect at 
the point although the shoe was gone ; showing the great difference 
in the gravel as to density and compactness. 

As soon after the above particulars as the ice would permit, a well 
was sunk in the middle of the dam ; at first, fine angular gravel 
continued without intermission until within about two feet of the 
clay, when a stratum of a coarser kind made its appearance, but 
even this was not particularly hard; but just before coming 
to the clay a quantity of flat, round stones, of about 15 or 18 
inches diameter made their appearance, forming a pretty evident 
reason why the points of the piles were so damaged. The clay 
itself was found extremely hard and compact, and gave promise of 
a most excellent foundation, in case the difficulty of driving the 
pUes was surmounted. 

The severe firost (9** to 10* Reaum.) which now succeeded, 
put a stop for a time to further operations; the whole dam 
being one mass of ice, produced a most strange and picturesque 
appearance, every pile and beam being also encrusted thickly with 
ice, and covered with icicles of the most fantastic shapes, which 
formed as the water left them« 

As soon as the weather permitted, a plan which had been under 
consideration for some time was adopted, viz., of driving half piles 
(8'' X 15'' or XT') by a ringmg engine or monkey, of five cwt., 
the jar caused by which was so Uttle, that the dam could be kept 
clear of water during the operation, which was found quite 
impossible during the driving of the large piles; this plan 
possessed the additional advantage of allowing the middle space 
to be excavated during the driving, and then filled in with 
rubble the requisite height ; by this means, also, the gravel could 
be moved in short lengths, and otherwise loosened so as to facili- 
tate the descent of the piles. 

The first piece of rubble-work was laid on the Srd of March, by 
the Count Szechenjni, on the solid clay, and 220 men were kept 
constantly at work at this dam alone. 

The plan adopted in driving the sheet piling to the dam was 
as follows : — ^The ground was removed about four feet deep, before 
a bay of piles was pitched ; they were then driven as &r as they 
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would go, about three or four feet, when the waling was fixed 
and strutted^ and as much more of the gravel taken out, as left the 
points of the piles 18 inches or 2 f<tot in. (Plate xv.) A man was 
then employed with a kind of crowbar, with a spear-shaped head, 
about four inches broad, to stir up and loosen the gravel opposite 
the pile which was being driven ; and in this manner the whole 
bay was got down to within a foot or 18 inches of the clay, when 
more of the gravel was taken out to allow of the lowest waling 
being fixed and properly braced, by the raking diagonal struts, up 
to the tier above them. After this waling had been secured, the 
gravel was further loosened, and the pile driven until it had 
penetrated from 9 inches to 2 feet 6 inches, and in some cases 
8 feet in the clay. About two bays in length and one-and-a-half in 
breadth, were then cleared for building, and the rubble, composed 
of excellent soft gritstone, was then laid on the solid clay, and 
well grouted in. 

In Mr. Clark's Report, dated from Pesth, whither he arrived in 
the beginning of August, to the Baron S. G. Sina, he gave the 
following account oi progress made since last year : — 

No. 1 pier was raised within two courses of stone of the carriage* 
way, or finished height, and a large portion of stonework was on 
the ground ready dressed for its completion. — ^Plate xxiii., &c. 

No. 2 pier was raised considerably above the coffer-dam, and 
within one course of the level of the carriage-way. — ^Plates xvi. 
and XVII., &c. 

No. 3 dam was, by the continued perseverance of Messrs. 
Adam Clarke and Teasdale, the senior and second clerks of the 
works, finished. The third course of stone was set, and the first 
five courses were expected to be finished before the winter closed 
in. All the men were kept at work till ten o'clock at night, and 
one gang all night, to unload the stone ready for the next day — ^a 
course productive of much saving in time, and but little additional 
expense. 

No. 4 pier was also in a very satisfactory state, and confident 
hopes were entertained that by the next year the same progress 
would be made as by No. 1 in the present. 

The winter of 1845-6 was more remarkable at Pesth for the 
unusually foggy and rainy weather which prevailed than for severe 
frost; and, in consequence, little progress was made during the 
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depth of the season, it not being possible to work more than eight 
hours per day. The first piece of granite parapet was finished in 
January ; the cost of this first piece was 5/. 18*. 9d,y and, being 
fifteen feet long, nearly 8*. per running foot. The expense, how- 
ever, was much heightened by the bad weather, and by being 
worked by day-work : subsequently the cost of granite, including 
all expenses, was three florins = 6s. per cubic foot. 

The water stood uncommonly high during the winter and early 
part of the spring; on the average, 14 ft. 2 in. above zero, but 
with very little ice. During the continuance of the high water, 
the dams were kept constantly full by means of the sluices. 

As before stated, the chains were made by Messrs. Howard & 
Ravenhill, of Rofherhithe, and cost 21/. per ton, exclusive of 
freight, &c. Gauges were made by Messrs. Troughton & Simms, 
in order to insure the greatest accuracy ; the dimensions of the 
links, and their form, will be seen on reference to Plate xx. c, the 
retaining link and bar at Plate xxv. Machinery such as had never 
been in use before had to be made, for the manipulation of the 
chains, all of which was patented, as well as the manner of forming 
the links in the rough, which was quite new, and, in addition to 
being the best and most perfect mode, was by far the most 
economical. 

The first delivery took place before the 2nd of October, 1846, 
according to the contract, and weekly shipments of about 1 5 tons 
took place, until the completion of the contract. The manufacture 
of the chains took place in the following order, viz. : — 

1. The four bottom tunnel chains (Plate xxiii.) 

2. The four curved links for retaining piers (Plate xxiii.) 

3. The four curved Unks for towers (Plate xxi.) 

4. The two top chains complete (Plate xi.) 

5. The two bottom chains (Plate xi.) 

The bed-plates and roller carriages (Plate xxi.) were made by 
Messrs. Hunter & English, of Bow, at a cost of 3000/. The 
blocks for hoisting the chains were manufactured by Messrs. 
Harvey, of the Hayle Foundry, Cornwall, and cost 750/. These 
blocks were the largest ever made, and the details of their 
construction will be seen on reference to Plate xxii. 

Mr, Tiemey Clark arrived at Pesth in July, and, in his annual 
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Report, gives the following account of the progress made since 
last year: — 

No. 1 pier was completed ao iar as to be ready for the stone 
work for fixing the bed-plates at the head of the pier (Hate xxiii.}» 
and the stones for that pmrpose were being quarried. 

No. 4 pier was very nearly as forward as No. 1 , and would be 
ready at the end of the season to receive the bed-plates and roller 
carriages, as well as the retaining plates, so that the chains might 
be fixed in the pier, as shown in Plate xxi., in readiness for their 
connection with the main chains. 

No. 2 pier was finished to the height of the roadway, and both 
the granite plinths for forming the opening of the archway were 
set, as well as one course of stone above, and ^he last lift of the 
scaffolding (see Plates xii. and xiii.) was fixed at. its proper 
height. 

No. 8 pier had been raised 49 feet since the laying of the 
foundation on the 6th of July last year ; there was, however, a 
great deal of masonry to be done on this pier before it would be 
ready for the reception of the roller carriages, and Mr. Clark gave 
instructions for the employment of more hard stone masons on 
this pier, and more granite masons were sent for from Italy. 

The next point of serious consideration was the safest and most 
expeditious manner of hoisting the chains, and it is necessary to 
state that they were the heaviest ever attempted to be raised ; the 
total weight of the centre chains alone, including tension-rods and 
blocks, exceeded 7940 cwts. = 440 tons. • This weight will give 
some idea of the enormous strength necessary to be possessed by 
the machinery, as well as the necessity of having all parts of the 
very best materials and workmanship. The shafts and wheels to 
make the necessary connection with the 25-horse engine, for 
winding up the chain fall from the blocks, were made in 
Austria, but the chain fall itself, and blocks, were obliged to be 
made in England, and, as before stated, were manufactured by 
Messrs. Harvey. 

The roadway beams and cantilevers were put in hand in the 
latter part of the autumn of this year, at the " Walz Muhle," and 
cost 1 2 florins per Vienna cv^rt. 

The foundation for the wing-walls to the fixture piers was 
completed before the winter set in. Considerable difficulty was 
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experienced close to the dam piles outside, owing to the mud, &c., 
extending nearly down to the clay, it having fiUed in after the 
dredging for driving the piles there. (See Plate xxxii.) The 
season was very favourable for the completion of this wall. The 
depth of it averaged about 20 feet from the surface of the ground, 
except in that part where the mud, &c., 'had been deposited by the 
dredging, and the depth in this plaoe/ldz., close to the piles, was 
about 32 or 83 feet. • -^ ; :.. 

1847. The winter was a mild aiid very favourable one, and 
during its continuance the foundations for the wing walls on 
the Buda side were got in, and made rapid progress. As the 
inhabitants of Pesth, Buda, and indeed the whole country, were 
most anxious and impatient to push the progress of the work to 
the speediest completion possible, arrangements were made to 
meet this end. Before this period, night-work had, as far as 
possible, been avoided, and, in consequence, as the working space 
on Nos. 2 and 3 piers was so contracted, a Umited number only of 
men could be employed on them, and the time of the setting 
machines was pretty nearly divided between lifting the stone, and 
setting it when raised ; and, in order to enable the setters to be 
constantly occupied with their proper work, instead of being half 
their time in raising, the following plan was adopted with great 
success. The entire day was devoted to setting, and the night to 
lifting the stone, of course by separate gangs ; and to prevent the 
blocldng up of the working space by the quantity of stone, stages 
were erected over the pier at different heights, on which the stone 
was deposited during the night, and by these means the surface of 
the coiu^e in work was always kept free from incumbrance. 

During this time a boring machine was being made at Pesth, 
for the purpose of boring out the recesses into which the retaining 
bars fitted (see Plate xxiv.), after the plates had been perma- 
nently fixed in their places, so as to insure the greatest possible 
accuracy. 

The following work had been done, by the date of Mr. Clark's 
Report in September, 1847 : — 

No 1 retidning pier was finished, with the exception of the toll- 
houses and parapet walls. The stone for the toll-houses and 
pedestals was in part on the works, and the greater part of the 
granite for the parapet walls was ahready worked ready for setting. 
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This pier might have been quite finished by this time, but, as the 
other piers required all the attention and despatch possible, this 
part of the work was not pushed. The retaining plates were fixed 
and ready to receive the chains. 

No. 2 pier was finished ready for receiving the chains, the 
masonry being raised to the level of the roller carriages, which 
were in the yard, and preparations being made for fixing them. 

No. 3 was in so forward a state, by means of the great exertion 
that had been made, that in about a month it would be ready to 
receive the roUer carriages, which were in readiness. 

No. 4 pier was in the same state of forwardness as No. 1, the 
roller carriages were fixed, as well as the retaining plates, and the 
wing walls were in progress. 

A great quantity of larch timber for the platform had arrived 
from the Styrian mountains, and was being prepared and dressed 
up for that purpose. 

About 530 tons of links and bolts had been delivered, and 
another cargo expected shortly ; about 79 cast-iron beams were in 
the yard, and in progress of being tested and examined. 

Preparations were being made for raising the chains between 
Nos. 1 and 2 piers. The steam engine was fixed, and all other 
arrangements made for commencing operations as soon as the 
curved links, blocks, and falls arrived from England. 

In order to arrive at the real average weight of the larch timber 
for the platform, 31 pieces of diflferent scantlings and lengths were 
picked out, from 40 to 60 feet ; these pieces were then careftdly 
cubed and weighed, and the exact average weight per foot cube, was 
found to be 38 65 lb. The average weight of the white fir for the 
foot-path and nosing was 25 7 lb. per foot cube. The total quantity 
of timber in the middle openings was 19,857 cubic feet of larch, 
and 3,455 cubic feet of white fir. 

1848. It had been originally proposed to raise the chains in 
the autumn of this year, that is to say, the backstay chains, or 
those between N09. 1 and 2 piers (Plate viii.), and this would 
undoubtedly have been done, had it not been for the great delay 
occasioned by the non-arrival of the iron work ; and, owing to 
defective supervision, 200 tons had been suffered to accumulate at 
Frankfort, which should have been sent on to Pesth long before. 
The freezing of the Danube also delayed the carriage for some 
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weeks, and ultimately a portion had to proceed by land-carriage — 
a most expensive and uncertain mode of conveyance. 

The towers were in readiness as well as the fixture piers, all 
having the roller frames and plates fixed ready for the reception of 
the chains, by the beginning of November ; but, in consequence 
of the non-arrival of the iron-work, it was found impracticable to 
commence before the spring. The early part of the vrinter was, 
fortunately, tolerably mild ; had it been severe, the result, as to 
the delay of the chains, &c., might have proved of serious incon- 
venience. In February, however, a great quantity of snow fell, 
and severe frost succeeded ; and the ice, after continuing for a few 
weeks, broke up with great violence, about the middle of the 
month, and tore away a great portion of the round fender pieces of 
the dolphins above Nos. 2 and 3 piers, but did little or no damage 
to the framing itself. The gearing of the sluices of Nos. 1, 2, and 3, 
was likewise torn away, as, indeed, everything else which afforded 
the slightest projection for the ice to lay hold of. A great deal of 
damage was also done to the shipping and boats of the country, 
many of which were driven down the river, imbedded in the ice. 
The water rose greatly above, and did considerable damage to 
property : altogether, this was the severest break-up since the 
year 1888. 

The first upper backstay chain Was got up on the 28th 
of March, without the slightest difficulty ; the blocks, crab, and 
gearing working extremely well. The position of the blocks, and 
process of hoisting the chains, vnll appear on reference to 
Plate VIII. 

It was about this time that the first serious apprehensions were 
entertained concerning the state of political affairs in Hungary. 
A very strong party had been formed, who had for their object 
nothing less than a revolution in the government of Hungary, to 
make their country a separate and independent state, but nominally 
under the Emperor of Austria ; and this party appeared to gain 
ground daily, and fears, which were afterwards reahsed, were 
entertained that this party would not separate until they had 
struck a blow somewliere. Just at tins time, the most important 
part of the iron- work, viz., the chains, were on their road to Pesth, 
and had any occurrence taken place to stop them, the works would 
have come to an absolute stand-still. Luckily, the chains had all 
arrived before any violent outbreak occurred. 
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The Emperor and Coui-t left Vienna in April. In Hungary, the 
Croatians were in open rebellion, and artillery, &c., were daily 
leaving Festh, in steamers, for different posts up and down the 
Danube; and in the early part of May, the military came in 
contact with the populace of Buda, and several were killed. In 
order to assist their country in this critical situation, all the 
nobility and gentry delivered up their plate and other valuables to 
the government. The Count Sz^henyi was one of the first to set 
the example of presenting nearly the whole of his magnificent service 
of plate, and others soon followed in proportion to their means. 

In the beginning of June, there was an almost universal strike 
amongst the workmen in Festh, and on the 8th a mob of about 
1000 visited all the large establishments in and around Festh, for 
the purpose of compelling the managers to employ none but 
Hungarian workmen, and to send away all foreigners. The 
Railway and Walz Muhle, probably intimidated by force, yielded, 
and made the required concessions, and signed a paper to that effect. 
The mob then came to the work-yard at the bridge, and reiterated 
their demands. Mr. Adam Clarke declined making any arrange- 
ment whatever with them, except what the constituted authorities 
ordered; and, whilst they were haranguing about "Freedom" and 
" Equality," sent off messengers to the magistracy and Chef de 
Police of the Minister of the Interior, and just as they were 
getting ready for mischief, Count Szechenyi made his appearance, 
and engaged their attention by giving them a speech in Hungarian 
until the guard, consisting of about sixty men belonging to the 
yard, armed with muskets and bayonets, got under arms, and 
showed a formidable front, which held the mob in check until the 
arrival of the Chef de Folice, who ordered them to disperse, in the 
name of the law, which aft^ a great deal of confusion they did, 
threatening, however, to come back again and set fire to the 
work-yard in four places. 

The steamers were obliged to leave off running down the rivCT, 
the whole population below Festh being in open rebellion. 

With the exception of stormy and angry meetings between the 
parties, the period which immediately followed was tolerably 
tranquil ; the last parcel of iron- work arrived at the end of June, 
and the first centre chain (Plate viii.) was hoisted and connected 
on the 8th of July, all the tackle working well 
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In spite of the greatest exertion in finishing the works, the 
political state of the country was such as to furnish daily antici- 
pations of their proceedings being stopped. The Minister of 
War and several of the Grenerals were killed near Vienna, and the 
city bombarded, the Emperor and Court left, and everything was 
in the greatest confusion ; it was by the merest chance that the 
workmen were prevented from being sent off en masse to recruit 
the army. When the state of affairs, Jiowever, would allow of 
work at all, the roadway beams (Plate xxvi.) were fixed in their 
places, and the upper parts of the towers finished. The rosettes 
were of cast iron, made in Hungary, as were also the pedestals on 
the footway, round the towers (Plate xix.), and the cantilevers 
for the support of the balcony had been previously made by the 
same manufacturer, and were already fixed in their places. All 
the ornamental stone-work was executed by German and Italian 
carvers ; they worked very rapidly, and in first-rate style, some of 
them making upwards of a pound a day on No. 2 pier. 

1849, In December the occupation of Pesth by the Imperial 
troops took place ; and as the details of the war are still fresh in 
the memory of most, it will be needful here to give only a 
summary of them, in so far as they offi^ted the bridge. 

On the bridge of boats being taken out, about the 22nd of 
December, the provisional government took the management of 
the bridge into their own hands, allowing the officials, &c., to pass 
by tickets, and forbidding the public under the severest penalties 
to force a passage, the platform being by this time nearly 
completed, and akeady sufficient for a passage across. 

This lasted a few days, till the " great and sovereign people," as 
they styled themselves, forced a passage, by tearing down the 
barriers, maltreating the watchmen, &c., and setting all rule and 
order at defianpe ; and for several days the bridge was constantly 
crowded with people passing and re-passing, from morning till 
night, the authorities making no further attempt to keep order* 

'The provisional government now sent messages to the dii*ectors of 
the bridge, to prepare the approaches, &c. for the passage of troops 
and cavalry, and afterwards like^vise for artillery, and this to be 
done under the severest penalties. All representations of the 
danger which might occur from the passage of troops over an 
unfinished bridge, were unavailing, and totally disregarded. This 
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being the case, therefore, the 5-inch longitudinal larch timbers 
(Plate XXVI.) were covered over with cross temporary planking, to 
save them as much as possible. After this had been done, the 
bridge was daily crossed by infantry and cavalry regiments, light 
and heavy artillery, baggage waggons, &c., and the whole of the 
Hungarian army at last retreated over it, and on the 5th and 6th 
of January the Imperial troops, to the amount of about 70,000 
men, comprising nearly a dozen cavalry regiments, and 270 
cannon, passed over it, and took possession of Bnda-Pesth. 

Whenever it was at all practicable, the work was proceeded with, 
although of course but little could be done when the platform and 
approaches were covered all the day with military, stores, &c. 
The foundry, where all the ornamental work had been made, wa^ 
taken possession of for military purposes, and M. Ganz himself 
was obliged to cast cannon for them ; so that, for months 
together, hardly a casting found its way to the bridge. The 
foundry of the Walz-Muhle, where all the roadway beams and 
larger work had been cast, was also immediately shut up on the 
entrance of the Imperial troops. Some very large stones were 
brought from Soskut during the winter, in spite of the difficulties 
attending the journey; owe of them contained 200 cubic feet 
English. This formed the head and shoulders of one of the lions 
on the Pesth side. 

By the beginning of February the fortress of fiuda was veiy 
strongly fortified, and several of the largest pieces of cannon 
planted, so as to sweep the platform of the bridge; a strong 
battery was also erected to defend the entrance. 

About the 20th Febniary, the General commanding the forces 
at Pesth issued an " ordre " that all workyards, shops, magaziifes, 
and materials of every kind whatsoever, that were on the Pesth 
side, should be pulled down and taken away before the night 
of the 11th of March at the latest, otherwise he should be com- 
pelled to resort to the most severe compulsory measures, and in 
that case that all compensation would be denied to the Company. 
By working day and night, however, this " ordre " was obeyed, and 
by the night of the 11th the ground roimd the bridge was as 
clear as if the workyard, &c., had never existed. The iron and 
machinery was taken to Buda, and the stone, timber, &c., all 
removed to a distance. Close to the bridge, and just about where 
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the engine for raising the chains stood, was built a military block- 
house for about 100 men, with blank walls pierced with holes 
for musketry — a dry ditch and palisading in front, and a covert- 
way for the passage of soldiers behind. 

After the passage of the Imperial troops on the night of the 
29 th April over the suspension bridge and bridge of boats, the 
latter was set fire to and completely destroyed, being previously 
covered with pitch, tar, and other combustible matter. General 
Hentzi then caused the whole of the 5-inch platform timbers, as 
well as those forming the footpaths, to be cleared away, leaving 
the cast-iron beams and trussing between Nos. 3 and 4 piers 
standing quite bare. He then caused four large cases, containing 
about 30 cwt. of gunpowder, to be placed on the 13th and 14th 
beams — counting from No, 4— -close to the chains, two on each 
side, with a train extending out to behind the toll-houses, with 
orders for the artillerymen to fire it if the Hungarians attempted 
to force a passage — ^Pesth being already in possession of the 
insurgent troops. All direct communication now ceased between 
the two towns, the shores of both sides the Danube being lined 
with hostile troops, who soon began to fire on each other with 
small arms. One could see the artillerymen in the fortress 
standing by the cannon with lighted matches, ready to fire at a 
moment's notice. There were about 100 cannon directed against 
Pesth, mostly 24-pounders, with 64 and 120-pound mortars. The 
Buda workyard was strongly fortified with palisades and cannon, 
and lined with troops. Matters continued much in this state till 
the 4th of May, when the Hungarian army under General Georgy, 
about 40,000 strong, made its appearance on the heights above 
Buda, and commenced bombarding the fortress. 

As the Hungarians on the Pesth side had planted cannon 
above the bridge, and were making other preparations to attack 
the troops in the Buda yard. General Henzi commenced at about 
midday to bombard Pesth. The cannonade continued, with but 
little intermission, till about 12 o'clock at night; and Mr. Adam 
Clarke, who was an eye-witness of all that occurred, on going home 
to his quarters at the above time, found that a 24-pound shot had 
smashed everything in his bedroom, while several smaller ones 
had nlade great havoc in the other rooms. The fortress continued 
to be bombarded without intermission, day and night, by the 
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Hungarians till the 9th, and several attempts had been made 
without success to take the Buda yard and works by storm. On 
that day preparations were again made^ but on a lai^r scale, to 
open a fire on the Buda yard from Pesth. In consequence c^ 
these preparations being observed &t>m the fortress, a tremendous 
fire was opened on Pesth with shells and grape-shot ; this lasted 
only an hour, but did immense damage and set fire to several 
houses. 

The whole population of Pesth, with very few exceptions — of 
which Mr. Adam Clarke was one — ^fled into the country round 
about. The ''Stadt Walchen" was quite an encampment of 
civilians, where about 80,000 inhabitants of Pesth, of all ages 
and ranks, were encamped in the open air, — while for the few 
who remained in the town it was a difficult matter to procure 
food, of even the coarsest description. 

Up to this time, the bridge, as far as we could see, had suffered 
little or nothing. One of the f columns of the lower toll-house 
on the Pesth side had been shattered by a shot, and some of the 
setting machinery damaged, but that was all. The Hungarians, 
however, had now got battering artillery from Comom (which bad 
fallen into their hands at the beginning of the outbreak), and were 
making sad havoc in the fortress— the whole of the heights &t>m 
Blocksberg where the Observatory stands (see map) up to Altffen 
being covered with batteries playing day and night incessantly. 
This continued up to the evening of the ever-memorable 13th 
of May, when, as if to show that the previous firing had been 
mere child's play, General Hentzi opened such a fire of shot and 
shells on Pesth as will never be forgotten by those who veitnessed 
it. From 7 o'clock in the evening till 12 midnight^ balls, bombs, 
and rockets fell like a hurricane of fire over the devoted city ; by 
9 o'clock it was on fire in thirty-two different places — ^and the 
thunder of the cannon, the crashing and hissing sound of the 
shells as they fell in hundreds, and above all the roar of the 
flames, which seemed determined to leave not a vestige of poor 
Pesth standing, formed a scene to the senses impossible to be 
described. 

The next morning the city, indeed, presented a sad sight. 
After the cannonade ceased, the progress of the flames had been 
stopped ; but half the city appeared in ruins, the houses all more 
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or less injured from the shot, the glass from the windows filling 
the streets, and the pavement torn up by the shells. The town 
and fortress of Buda was also in much the same condition, great 
numbers of houses being burnt and destroyed, as well as the 
Palace of the Palatine^ which burnt for four days and nights. 

At last, on the night of the 20th of May, the walls of the city 
were stormed at all points by an overwhelming force ; and after a 
bloody and severe struggle, in which General Hentzi lost his life, 
the fortress was taken; and on the morning of the 21st, the 
Hungarian colours appeared floating from the towers. Between 
6 and 7 o'clock that morning, and after all was lost, with the 
exception of the Buda workyard, which was still held by the brave 
General who commanded them, he — ^for what reason is not known 
--^et fire to the powder on the bridge with his own hands, 
blowing himself and about 80 feet of the skeleton of the platform 
to atoms; after this, all resistance ceased. Five of the beams 
were blown to pieces, and three were broken, but still hanging. 
The troops broke into the ofiices and magazines at the works, 
and destroyed much valuable property, and it was with the 
greatest difficulty that the papers and drawings were saved from 
destruction. 

The Hungarian General Gteorgy now came and gave orders for 
the bridge to be repaired for the passage of troops ; and as there 
were several spare beams in the yard, this was done in four or 
five days. 

On examining the state of the bridge it appeared, that although 
many shot had struck the bridge, there was but one which had 
done damage of any consequence. This shot, a 24-pounder, and 
fired apparently from the Blocksberg, had unfortunately taken 
eflfect on one of the long-forged links which connected with the 
curved set of the upper chain on the Buda side (see Plate) 
of No. 8 pier ; the ball struck the outer bar abou,t 12 inches 
from the head, and forced it close up to the second bar, which, 
however, was unhurt; there were in the damaged bar several 
cracks or rents from the upper edge downwards, one of which 
cracks extended to the depth of 3 inches. It was almost impos- 
sible to replace the damaged link owing to its being one t>f a set 
of ten, thereby rendering it necessary to . remove the outer links 
from each of the adjoining sets before the faulty link could be got 
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at ; and one of the sets, as before stated, are the curved bars in 
the tower itself. The bar struck was reduced, as was supposed, 
about one half in strength, and the means adopted to remedy the 
accident will be hereafter stated. 

The bridge continued open for the military and a part of the 
pubUc till the 30th of May, when it was closed, and the works 
commenced again at all points ; and as the authorities stated that 
the progress should not again be interrupted, a beginning was 
made to lay the wood pavement on the platform. 

The works now proceeded for some time in quiet and good 
order, great difficulty being, however, experienced in procuring 
workmen, several thousands being employed in destroying the 
fortifications at Buda at very high wages. About the end of June, 
in consequence of the advance of the Imperial troops upon Raab, 
orders were again received to put the bridge in a state for the 
passage of troops and artillery ; the work was therefore again, in 
great part, suspended, and the platform covered with temporary 
planking, to save the longitudinal timber as before. 

On the 7 th of June, after the insurgents had been beaten at 
Raab, the PoHsh General, Dembinsky, sent a detachment of 
sappers and miners, with pitch and other combustibles, to deposit 
them in such positions on the woodwork of the bridge as would 
insure its speedy and certain destruction, as soon as the retreating 
Hungarian army had passed over, in order to prevent the Imperial 
troops from following. In answer to the remonstrances of Mr. 
Adam Clarke, General Yorok said it was with a heavy heart he set 
about the destruction of such a work, but that his orders were 
imperative. Mr. Adam Clarke then went to General Dembinsky 
himself, and made a most energetic remonstrance, assuring him 
that the burning of the bridge was an unnecessary piece of 
vandalism, which would sully his name and reputation for ever, 
and that the bridge could soon be made impassable for four or five 
days, the longest period possible to prevent the crossing of the 
Imperial troops, as a ponton bridge could be thrown across in less 
than that time. At last the old General thought proper to listen 
to reason, and sent a detachment to assist and, if necessary, to 
compel ♦the workmen to make the necessary preparations. All 
hands were now set to work to take the screws out of the 
beams, &c. ; and the next day, Sunday the 8th, after the troops had 
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all passed over, the 5-mch timbers were again cleared away between 
Nos. 3 and 4 piers, with about 80 feet of the skeleton of the 
platform, and leaving an opening of that extent where the chains 
were the only communication. The beams and iron-work were 
lowered into two barges, which were scuttled and sent adrift. 

The period at which it had been arranged that the opening 
of the bridge should, if possible, take place, was the 1st of March, 
1849, and every exertion had been made with this intent; and 
from the great progress made in every part of the work, there can 
be no doubt that it would have been finished, that is to say, open 
for traffic, by, if not before, that time. The unfortunate occur- 
rences which took place at the very period, in which a short 
continuance of the exertions, then being made, would have insured 
its speedy completion, of course prevented the bridge being 
opened either at that time or at any part of the summer. For 
months the bridge, its works, and magazines were in use for 
military purposes. Well and bravely, in the opinion of all, it 
sustained the severe ordeal to which it was exposed, and great 
was the admiration expressed of it by all who witnessed the 
occurrences at Pesth, where it was popularly styled " the eighth 
wonder of the world.'* 

During the war the bridge had been tested by the passage of 
numerous troops of the different armies of infantry, cavalry, and 
artillery, with heavy waggons and the usual accompaniments 
crowding the entire surface of the platform, not only for a day, 
but for weeks together, day and night, and this when the trussing 
and bracing, which adds so much to the strength of the platform, 
was for the most part not erected. 

Mr. Tierney Clark made his annual visit to Pesth in the autumn 
of this year, and after a close examination of the entire structure, 
found that the bridge had sustained no damage whatever, ynth 
the exception of the link before mentioned in one of the top 
chains. After consideration, Mr. Clark came to the conclusion, 
that as great delay and expense must result if the damaged link 
were removed, the best plan would be to fix a thin link beside the 
damaged one, and also another on the opposite side, the sectioB 
of these additional links together being greater than the damaged 
one. To replace the link would have occasioned great expense, 
whereas the two additional thin bars cost only 10/. 4«. On 
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Mr. Clark's arrival on the 21st of September, the state of the 
works was as follows, viz. : — 

The entire platform, carriage and footways, were finished ready 
for traffic ; the toll-houses also perfected. The lamps and pedestal 
for the toll-gates (Plate xxxvi.), as originally intended, were 
fixed ; but Mr. T. Clark, fearing that on some occasions accidents 
might occur, altered the position to that shown in Plate xxxii. ; it 
was in the first instance fixed between the toll-houses, as in most 
similar structures. The lamp and pedestal at end of wing-wall 
(Plate XXXVII.) was also fixed, as well as the majority of those on 
the pedestals round the galleries or balconies round the towers 
(Plate XVIII.), for foot passengers. The fence separating the foot 
and carriage ways, from the head of the retaining pier to the 
toll-houses, was in a state of forwardness, but not finished, being 
delayed for the want of castings and smith's work, owing to the 
late disturbances. The carriage road on the Buda side had yet to 
be made by the town authorities, according to agreement, as also 
that on the Pesth side. 

There were, besides, other works to be finished, in no way 
interfering with the traffic on the bridge, before it could be 
considered completed. No. 1 cofferdam was nearly down; 
No. 2 in progress ; and No. 3 could not be taken away until the 
concrete and rubble work between the water and inner rows of 
piles had been put in. No. 4 dam had been entirely taken away. 

The bridge was opened for general traffic on the 20th of 
November, 1849. 

Thus was finished Pesth Suspension Bridge, a work which, in 
its construction, encountered probably more difficulties than any 
structure of a similar kind in existence. The magnitude of the 
river over which it is thrown, its depth, nature of bed, and 
velocity of current, created the misgivings, at one time almost 
universal in Hungary, that no permanent communication could 
ever be established across the Danube between Buda and Pesth. 
The moral difficulties to be overcome, no less than the physical 
obstacles, were very great. Pride, prejudice, and jealousy had 
each to be encountered, so universal against the object at one 
period, that nothing less than the extraordinary energy and 
perseverance shown by Count Sz^henyi could have withstood 
their evil effects, and few would have made the attempt. 
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The benefits derived from its construction are incalculable : two 
cities of great size, opulence, and resources have, by its means, 
been brought into immediate connection, vrhere before existed only 
an uncertain, and occasionally perilous, means of communication — 
not to speak of the great addition made to their attractions by the 
suspension bridge as a structure of art. Good will no doubt 
accrue by the increased means of transit, and consequently furth^ 
and extended commerce. Hungary is gradually becoming more 
known and appreciated, and with much advantage to the develop- 
ment of her natural resources. By increased intercourse with 
other nations, her inhabitants may be infused with more energy 
and less prejudice, while the good and sterUng qualities possessed 
by many of her principal men, as by the great and good Count 
Szechenyi, will be discovered and admired. He is now, alas, it is 
to be feared, morally lost to his country and friends for ever ; but 
his great labours for the advantage of Hungary remain, and their 
good effect is becoming daily more perceptible. 


ADDITIONAL PARTICULARS. 

The total cost of the bridge up to the end of December, 1849, 
including everything, excepting the expense of taking tolls, 
Kghting, and watching, was 6,220,428 florins sterUng (622,042/.) 
Interest and purchase of land amounted to 1,519,294 florins 
(151,929/.) The old materials and machinery valued at about 
100,000 florins (10,000/.)— giving the total cost of the bridge 
itself 4,601,134 florins (460,113/.) 

The greatest observed difference in the versed sine of the chains 
of the centre opening was 14f inches ; the greatest degree of cold 
at which observations could be taken was 20 degrees below zero, 
and the greatest heat 34 degrees above (Reaumur) — ^leaving a 
difference of 54 degrees. 

The prices paid for the different kinds of labour were as 
follows : — 

The wages of labourers at the commencement of the work 
varied from 28 to 32 kreutzers per day ; they eventually rose to 
34 and 40 kreutzers. 
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A.t the oommenoement 

At the end. 

Carpenters and bricklayers . 

. 40 to 48 krs. 

50kr8. tolfl. 15 krs. 

Italian carpenters . 

£fls. Okrs. 

Ifl. 20 krs. 

Stone masons . 

1 fl. 20 „ 

1 fl. 40 krs. to 2 fls. 

Granite masons . . . . 

1 „ 40 „ 

2fls. 

Pattern makers . . . < 

1 „ „ 

1 fl. 20 krs. 

Setters .... 

. 1 « 15 „ 

2fls. 

Smiths^ firemen^ etc. . 

. 1 „ 20 „ 

1 fl. 40 krs. to 2 fls. 

Hammer-men 

„ 50 „ 

1 fl. 5 krs. 

Fitters . . . . . 

. 1 „ 20 „ 

1 fl. 40 krs. 2 fls. 

Boat and bargemen . . . 

„ 50 „ 

1 fl. 6 krs. 

[The above prices i 

refer to a day of ten hours.] 


THE PRICE OF BUILDING MATERIALS^ ETC^ AS FOLLOWS : 

(all DELIYBfiBD OK THE WORKS.) 

fls. kn. 

Fifteen-inch square baulk timbers, in length from 40 to 80 ft., per 

foot run SO krs. to 40 

Oak, same lengths and size 1 fl. to 50 

Square larch in lengths from 40 to 60 ft 2 

Bound do. do. per cubic foot 10 

Common round timbers, 50 ft. long, and averaging 12 inches at 

the butt each 3 

Ditto do. 60 ft. long, and averaging 18 to 20 inch. 

at the butt 16 fls. to 18 

[This applies to the timber from Austria and Bavaria. The 
Hungarian timber from the Waag being of much inferior 
qualitj, cost 25 to SO per cent less.] 

Four-inch, planks 18 ft. long, 12 inch, broad (Bavarian) . each 1 36 

Three ditto ditto ditto „ 1 12 

Inch boards ditto ditto . • >, 30 

Bubble stone per cubic klafter (216 feet) 8 

Granite, including all expenses SO 

Sand, flne and free from impurities, per cubic klafter . . . 12 
Gravel, best 8fls. Ditto, got by dredging, per klafter . ..40 

Hydraulic lime, ground for use, per cubic foot 50 

Coal for smiths, per Vienna centner 40 

Charcoal, per Vienna metizen 24 

Coal for steam-engines, per centner 24 

Hard Soskiit stone, per cube foot 40 

Soft ditto ditto SO 

Waitzen ditto ditto 34 

[The above are the averages including all expenses.] 
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Waitzen quany was distant 25 English miles. 

Soskiit quarry was distant 16 English miles. 

Mauthausen granite quarry was distant 270 Englisli miles. 

No. 1 dam was commenced and the first pile was pitched on the 28th 
July, 1840 ; finished August 6th, 1842. 

No. 2 dam was commenced and the first pile pitched May 1st, 1841; 
finished August 6th, 1842. 

No. 3 dam was commenced and first pile pitched April 8th, 1842; 
finished April 4th, 1845. 

No. 4 dam was commenced and first pile pitched May 12th, 1842 ; 
finished January 5th, 1844. 

The following is the number of piles in each dam, and the per-centage 
drawn and re-driven : — 

No. 1 dam, 1868 pitched, 509 drawn=38 per cent, drawn and re-driven. (?) 
This large per-centage is accounted for by the fact that a large quantity of 
the oak timber just procured proved unfit for driving. 

No. 2 dam 1100 pitched, 77 drawn — 7 per cent, drawn and re-driven. 

No. 3 dam, 1227 pitched, 174 drawn — 16i per cent, drawn and re-driven. 

No. 4 dam, 1029 pitched, 32 drawn; about 3 per cent, drawn and 
re-driven. 


THE END. 
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